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HARVARD MEN CALLED TO IDEAL, | 
OF SERVICE BY BISHOP LAWRENCE 
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that while some jobs, 
fessions and callings have in 
chance tor public service than 
the real test is in the spirit 
in which we carry through what we 
have in hand. ,We should ask the 
question: ‘Is.it for my own exclusive 
gain or pleasure?’ Or, ‘While it 
its satisfactions for me. it 
enriching the community? ”’ 
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ss in the chapel. Prot. 
Moore .offered prayer, ; 
ip Walker ‘25, 
Mass., delivered the 
His talk consisted 
.of the influences 
a education 
labeled the intellectual, 
al aristocracies, which, 
are all elements in college 
which must be reckoned with. 
typify most of the forces with 
a ee student comes in 
Ye see these tendencie 
cecdeae: “in the football 
managerial competitions, 
systems, and very nearly all 
other things of which we think 
we say ‘college life.’ But a 
we are likely to forget that 
are nearly all new arrivals’: 
most of them, in fact, are not more 
than 40 vears old. 

“College men are being given good 
opportunities not alone because they 
are good business men; but also, to 
a certain extent. merelv because they 
are college men, and now we are 
Teaching a state where they are 
being given opportunities merely be- 
ealise they are ‘good’. college men 
The ‘college spirit’ of most colleges 
serves these ends purely and simply, 
and the chance that a brotherhood 
of college men may one day a 
vital force does not appear remote. 
In other words, though our oe 
have changed in character in the la 
o years, they have come to 
masters who are willing to pay, 
and the problem is now one of ap- 
~portoning concessions to the various 
forces at work. 

in Equitable Balance 

“So long as colleges do not ‘sell 
out’ to any one faction, thev can be 

ounted on to remain of value to the 

Deinatis at large. All in all. the 
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task of colleges. today.is to maintain 


an equitable balance between the 
many codes and aristocracies that 
are seeking to assert themselves. 
They will be-sought after by all fac- 
tions. so long as they 
ble, and yet, paradoxically: 
alne rests in this very popularity. 
Eo long as their students are brought 
into contact with all the forces and 
ideals which go to make up life, col- 
lege education will have the value 
that we attach to it, and I, for one. 
only hope that when we come to 
leave our millions to the univer- 
sity, we shall have the wisdom not 
to to leave our code as well. 
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fhe colleges are all overburdened 
with specific bequests for out-of-date 
purposes which endanger their equi- 
librium.” 
The el: 
tribus et 
Johu Marshall 
ode ‘by John A. 
lincoln, Mass., and the 
Alden Briggs ‘25, Brookline, 
At the exercises, for 
only, the orator was Ranlet 
25, Rochester, N. Y. The ivy oration 
at the stadium exercises was by 
Robert E. Sumner ‘25, Boston. 
Yesterday was a day of rennions 
which Harvard classes had out 
ings in various parts of the State 
Among the outstanding of these was 
the silver jubilee of the class of 1900 
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, asked for an expla- 
phenomenon, says that 
the nutural answer 
's combine, to the egret 
4s jang as workshops 
small the owner 
notorious cases of in- 
obviate real hardship 
When the business 
stock enterprise, the 
mahager, perhaps the former owner, 
ould do nothing. The shareholders 
clamored for dividends, pressure was 
put on the foreman, who were forced 
to ruthie iction when dealing with 
questions that d rather for hu- 
1) arianism, above all delay. 
final result was the eight 
day. Now the Fleming loves 
the eight-hour day was anath- 
ema to him. In cases he 
the question by putting in 16 
work, having double em- 
eading a double life: He would 
a carpenter's beuch all day. 
musical instrument at a calé 
eveliing, or act Waiter in a 
int, during the rush hours. 
plovers of labor objected ti 
ble employ system, and grad 
industrious Belgian has 
been forced the conclusion that 
he must establish himself, work for 
himself, and sell the produce of his 
labor himself, if he wishes to reap 
the benefits of his toil, and work as 
many hours he pleases independ- 
ent of trade unions 
The One-Man Business 
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has 
high taxation clapped on the 
business ien life is extremely fluid 
und in Belgium. fhe 
shop underselis all the small s 
ers in a certain ap riomeeunfistaes 
Ipstance: forees them 
down. llaving established a monop- 
Oly it then puts up prices. In some 
countries; customers, dazzled by the 
brilliafit lights, impressed, as is natu- 
yul, by the urbanity of the shop- 
Walker, fails to notice the rising 
1 pays with a feeling of help- 
lessness. In selyium, scandalized 
housewives beg the small stationer 
pound the corner reopen, saying 
they regret their temporary disaffec- 
tion. 

sevond these economic causes, the 
Fleming is essentially an artist. He 
dislikes working on a job commenced 
by someone else. He wants to begin, 
fashion, and terminate his task, turn- 
ing out an object of beauty. The idea 
of repeating one small operation, by 
hand or by machinery. all day long 
until he can do it to perfection and in 
record time, is not his idea of labor 
And this the great fundamental] 
idea underlying the springing up of 
small workshops, or miniature fac- 
tories everywhere. The workman is 
happy when giving expresion to him- 
self, to his ideas miserable when 
merely sharing in a multiple task. 
turning out an object by the dozen. 
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boro, 


cam was voted by the Boston Schoo! | 
Committee last: evening, to take 
effect Sept. 1. This follows increases 
of $1,000 voted last week to the 


assistant superintendents and busi- | 
ness agent, placing their salaries at} 


7,000, and a general avérage in- 
crease of 10 per cent to the teaching 
The increase which the com- 
mittee granted Dr. Burke makes. his 
salary “highes than that of either 
Gov. 
of whem receives $10,000 a year. 

Dr. 
since 1921. 
as superintendent of 
Waterville, Me., 1891-1893; 
b893-1894: 
L904: 


pointment as superintendent in 1921. 


COAL MINERS 
STILL LOOTING 


Incendiarism Renewed at 


Scene of Trouble 
Cape Breton 


SYDNEY, N. S., June 16 (4)—In- 
cendiarism and looting attending the 

of 12,000 miners broke out 
renewed vigor early yesterday, 
the presence of more than 
Dominion troops and. special 
miners’ police. The bank head screen 
of the unused Hub colliery of the 
British Empire Steel Corporation at 
New Aberdeen was destroyed by fire. 
Barbed wire entanglement had been 
thrown about the property, search- 
lights were playing and troopers 
were on guard throughout the night. 
Hiow persons that set the fire crept. 
through the lines could not be ex- 
plained. 

At Reserve the homes of two for- 
mer employees of the company were 
burned down, the flames spreading 
to an empty powder magazine and 
carpenter shop before being brought 
under control. HKetail stores owned 
by private individuals at Bras d'Or 
and Florence were looted by mobs 
of several hundred men. The mines 
give the appearance of armeu camps. 
More troops were reported on the 
way from Ottawa and Toronto, in- 
(Cluding detachments of the Royal 
Dragoons. 

The walkout 
area Was 


strike 
with 

despite 
HOOK 


Cape Breton 
bv United Mine 
Workers’ officials last March as the 
result of a wage dispute with the 
cCOmpany during which miners’ credit 
ut stores had been cut off. 


in the 


called 


the 


Several Hundred “an 
Strike on Vancouver Island 


VICTORIA, B.:C., June 8 
Correspondence) —-Thirteen 
miners are on strike in the 
Nanaimo coal mine district 
this city and, it is expected, 
joined by many more within 
davs. The strike so far has 
several of the largest mines 
district, which supplies coal to 
great part of British Columbia. The 
ijliners struck in protest against a 
wage reduction of 60 cents a day. 
Officials of the British Columbia de- 
partment of labor are in Nanaimo 
now endeavoring to arranze a settle- 
went. 

The last extensive strike among 
the Nanaimo miners occurred in 1914, 
when conditions became so serious 
that a unit of the Victoria militia 
was called out to police the mining 
towns. The strike will reduce the 
coal output of this Province, imme- 
diately, just as it 
show a satisfactory increase. Latest 
figures issued by the Provincial De- 
partment of Mines show that in 
four months the output of Brit- 
Columbia coal mines has. risen 
steadily, following the resumption of 
operations in the Crow's Nest 
trict, which had been idle 
result of a lengthy strike. 
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OUTING FOR BIG BROTHER CLUB 


Fifteen thousand children 


and | 


10,000 grown-ups are expected to at- | 


tend the first get-together of the Bos- | 
ton Big Brother Club at Norumbega 
Park on Wednesday, July 1. Many 
kinds of entertainment are “8 toate 


for the day and evening. 
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Los Angeles, Calif. 

Spec ‘iat Correspondence 
AST Christmas Virginia S. re- 
ceived a check for $25 to buy a 
dog. She had wanted it for a 
long, long time, but when she heard 
of the great number of little children 
in the city who were not to have any 
holiday cheer unless someone helped 
she-came to the’following conclu- 
sion: she would get a dog at the 
humane society—that weuld be giv- 
ing the dog a good home- 
would love him. just as 

much. 

Having done this, she took her $25 
bought 30 dolls and dressed them, 
invested in other. toys, and after ob- 
children de- 
livered her gifts, accompanied: by a 
happy pup. 


New York City 

Special Correspondence 
MOTHER, and three children 
were out motoring one warm 
day recently when they decided 
to put.down the top of the car. Find- 
ing it a‘bigger undertaking than the 
advertisements of “one-man top” al- 
leged, they were obliged to call upon 

aman standing bv to assist them. 
The help was cheerfully given, and 
the man, being in a hurry. quickly 
departed. The mother expressed re- 
gret that she had not been quick 
enough to give the man some money. 
The youngest child, a maid of six, 
hastened to reassure her mother, 

saving: 

“O, it’s all right. 


Mother. I dropped 


i my penny in his pocket while he was 


working.” 
NORTHEASTERN CLASS 
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Opera House, 


Degrees were 
men last night bv 
versity, the largest 
vear of its history 
held at the Boston 
The graduation address was deliv- 
ered hy the Rev. Ashley Day Leavitt 
Of Harvard Church, Brookline. Dr. 
Frank Speare, president of the uni- 
versity, presetned the diplomas. 

Of the graduates 147 were from 
the school of engineering, of whom 
22 graduated with honor, The law 
school awarded 71 degrees, 12 of 
which were cum laude, and one-——the 
second in the history of the school 
was Magna cum laude. From the 
and finance were 
students, two with 
men received their 

The evening poly- 
school awarded diplomas to 


graduated 65 

honor, and two 
master’s degrees, 
technic 
24 men. 


MAINE APPOINTMENTS 

AUGUSTA, Me., June 16 (4P)—Gov- 
ernor Brewster today nominated 
Peter Charles Keegan of Van Buren. 
be judge of the northern Aroos- 
took Municipal Court, to succeed 
Arthur J. Nadean of Fort Kent: 
A. Goodwin of Sanford. to 
himself as the judge of the 
Municipal Court, and 
of Agriculture Frank P. 
to be a trus- 
of Maine, to 
Gilpatrick of Houl- 


fa 


Sanford 


the 
Ora 


University 
L.. 
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succeed 
ton, 


| is pleasing to wear, 
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| 
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| because 


| throughout 


fits 
well, 
that 


it well 
and look < 


of 


and 
is quality 


that in- 


| cites justifiable pride 


in its possession. 


Add the fact 
notwithstanding 


that 


its 


'great comfort-as an 


| Overcoat 


' 


from 


| Overcoat, 


it is also 
of the best of 
Weatherproofs, then 
the economic 


view-point it 


one 


oe | 
paving investment to 
Burberry 
which ful- 
two purposes 

and 


wear a 


fille 
Overcoat 


| Weatherproof. 


Never Less 


I Than 10.000 


Coats to 
Choose From. 


Catalogues Post 
Free 


DURBERK YS, Ltd. 


Haymarket S. W. 1, London, Eng. 


DEPARTMENTS: 99. 10]. 
Groceries 
Provisions 
(sreengrocery 


Flowers & Fruit S, W. 
Meat 
Fish & Poultry 


Brushes & Turnery 


GARDNER'S STORES Lid 


105, 109, 
115, 117 


Streatham Hill, London, 
2, England 


OUR MOTTO: 


““SERVICE?’ 


111, 113, DEPARTMENTS: 


Glass & China 
Furnishing 
Ironmongery 
Confectionery 
Luncheons & Teas 
fread, Cakes 
Pastries, &c. 
Stationery 
Library 


BUS SUBSIDIARY 
FOR RAILROAD 


EI SEs 


ncorpotation Papers Filed 
for Motor Service for 
New Haven System: 


i eS 


| 


sible, to continue to perform freight 
servige and such passenger train or 
gas rail service as may be required, 
and to operate over parallel high- 
ways with busses. . .... 

This policy. of ompany is té 


be inaugurated a carried out with 


the intention of furnishing ah ade- 


* jncdunial nb papers » mee “beens 


filed’ in Massachusetts.for a sub- 


| sidiary organization, t6 tievelop mo- 


torbus and track setvice for the New 
York, New Haven & Hartford Rail- 
Toad ‘Company. The’ pew corporation 
the New England Transportatiou 
Company which is,to have an au- 
thorized capitalization of $1,000,000 | 
—-plans te operate this’ supplemen- 


and she! 


Com-. 


‘Island, Connecticut, and New York, 


' he new company announced yes- | 
sae , South ct to Combine anhcommonly long part last eve- 


terday when its Massachusetts in- 
corporation papers were filed. 
intended to incorporate in Rhode 
Island. soon and that. before it un- 
dertook actual operation it intended 
to have entire leea)] sanction and ap- 
proval of all public. service depart- 
ments of states in which. it purposes 
to operate extensive lines of pas- 
senger and freight-carrying motor 
vehicles. 

In its formal notice to the public 
the officials admit that railroads will 
‘do the hauling of heavy freight in- 
definitely, but for short-disance pas- 
senger and light local package deliv- 
ery the motorbusses are to be de- 
pended upon more and more to sup- 
plement the steam trains. 


Arthur. P. Russell-of Hingham and | 


a vice-president of the New Haven 
is the new corporations’ president. 
Frenk S. Hobbs, new head of the 
midland division of the New Haven, 
is to be manager of the operating de- 
partment of the motorbus lines. 
New Haven publictty officials 
sued the following statement 
vesterday.: 
The New York. New Haven & 
Hartford Railroad Company has for 
some vears past recognized that new 
methods of transportation have 
come into existence which are des- 
tined to occupy a permanent place in 
the public service. However these 
methods of transportation may de- 
velop, the territory which the com- 
pany serves will always be depend- 
ent for the bulk of its heavy trans- 
portation upon rallroads. 
Until the fleld to be occupied hy 
each method has heen permanently 
determined, the New Haven, in or- 
der to serve the public and to pro- 
tect its own invested capital, must 
utilize to the greatest extent its own 
miilroad and give. far as practi- 
eable, adequate transportation sery- 
ice over the same. 
Passenger service 
can no longer be 
steam locomotives except 
and so the company has heen i 
in experiments looking to a 
expensive method of opera- 
To this end it has co-operated 
the manufacturers of gasoline 
rall cars and has substituted such 
cars for certain of its passenger 
trains for the continuation of serv- 
ice. which. because of light travel, 
coukl only be provided for by a less 
é xpensive method of transporta- 
tion. ar 

The company finds that there ars 
some portions of its system which 
cannot he operated economically, 
even hy gasoline cars for passenger 
service, with the frequency of serv- 
ice desired by the public. Where 
such conditions exist, 
tion of the company’. 


——~—— + 


is- 


sc) 


on some lines 
operated with 
ata large 
loss, 
ploneer 
less 
tion. 
with 


an far as pos- 


“Tusk’s 


Luscious California 
Canned Fruits and 
Fruit Salad 
INSIST LPON LUSK’S 


Enquiries :—25 Monument Street 


London, EB. C.. Eng. 


ACCOUNT BOOKS 


Large Range Always in Stock 
Special Rulings at short notice. 


PartripceE & Cooper, LTp. 


Printers, Stationers, Engrevers, ete. 
191 Fleet Street 


Telephone 
LONDON, ENGLAND » 


City 3366 


uate passenger service #9 connec-~ 
ees with its rail lines; to give to the 
public the accommodation which the 
demands of patrons require; and to 
use that form of sportation 
which is the most ectént, ec@nom- 
ical, and best.adapted to the perfor- 
, mance of good service. .« 

A. subsidiary . company? hat beet 
created. ‘Through 1. the .aévAnge- 
ments for plaht and #guipmept will 
pn a tegen progressed; row and 
service will be developed, and’ ap- 
. proval of state commissions. will be 
‘ sought. 


Dp 


, of 


_ tary service in. Massachusetts, Rhodc | 


that il | 


late | 


it is the inten-:! 


to 
ith 


FARM BUREAUS AID 
SUMMER CAMP PEAN’ 


ni 

Recreation and Study. 
SIOUX FALLS, S. D., June 13 ex 
(Special! Correspondence) — Farm | 
bureaus in different counties of 
South Dakota are this summer pro- 
moting boys’ and girls’ clubs camps, 
and several thousand boys and girls | 
will take advantage of. these camps 
to enjoy an outing and at the same 
time receive instruction in various 
lines, 

One of the most important of these 
camps for boys and girls will be that | 
held in Lakeview Park, on the north | 

side of Lake Poinsett, which will be | 
for the boys’ and girls’ clubs of 
Hamlin and Kingsbury counties, The 
routine of this camp is typical of 
‘that at other camps of the kind) 
sponsored by county farm bureaus. 

A program of entertainment and | 
Linstruction has been arranged so, 
‘that every boy and girl at the camp 
‘will not only have a good time, but 
will receive yaluable training in 
subjects pertaining: to club work, 
such as agriculture, home. economics 
and character building. Cost of the 
camp will be $1 for single day, or $4 
‘for the entire week it will last. 


PARTIES ARE CHOOSING 
CONGRESS NOMINEES 
| Electors of tre Republican and} 
| Democratic parties in the Fifth Fed- 
eral Representative Diatrict of Mas- 
sachusetts are voting today for party 
‘nominees for the seat in the national 
House of Representatives to take the 
John Jacob Rogers of | 


itr 


H 


place of 
' Lowell. 


.] j . a ape . ail ‘] “ o 4 Ww 
Eugene N. Foss, formerly Repre 


ed Set oan, PH Ath OS. 


x pley Theater—“Tea for Three,” 
&Cés, acted by the resident com- | 


C) 


thealking. 
asje husband 


theerbal crossfire directed at him by 
nigife end his friend. Miss Stand- 
inggives a 
| th@ife, ho!ding a nice balance be- 
twa Doris’s love for her husband 
anfriendship for Philip. 


plaly 
eveng by the sophisticated but not 
| untolesome story, and particularly 
‘ented the surprising plot twists in- 


keeinterest alive, although the au- 
|thorelies so heavily upon the neat 
haning of the conversation by the 
act. 


preminated. 
‘clich castanets and heels as she’ 
| gav« her 
“sta.” and joined Frank Gill 
'stepreminiscent of the Paris halls 
andfidewalks. 
‘sonflance revue, introduces novelty 
‘acratic and eccentric dance num- 
‘berg the music of a jazz orchestra. 
Eth Waters also danced 
Neg fashion. 
‘on 
Gege Watts, 
mawith an undersized derby, says | 
funt’ things and 


piex Other acts include the Three 


Lomelds, 
'Diawnd Harold Powers 


At Boston. Playhouses 


Boston Stage Notes 


| At the Fenway Theater this week 
edy in three acts and eel there are two feature pictures, be- 
sides the usual comedy, news and 
under the direction of E. E. ‘educational reels, and varied organ 
The cast: and orchestral music. One of the 
long pictures presents Rin-Tin-Tin, 
‘the remarkable dog actor. The story 


Copley Theater 


Alan Mowbray 
Katherine Standing | 
Francis Compton | 
Franklyn Francis | 
Elapeth Dudgeon 


. Mowbray, as the witty friend 
ie family, conspirer with Doris | 
lay a joke on her husband to 
@nd that he will put aside his | moves 


‘breed, and there is 
‘the handicap of dumbness, 
‘the lies of the villain. 
swiftly through the 


of out-of-doors. 


“Speed Wild,’ 
r It is Philip who does most of | 
Mr. Compton's duties 
consist largely in 
lesing in heavy looks the effect of 


motorcycle policeman who 


coast inlet. 
reminding one 
seen 


a lonely Pacific 
action is lively, 
the screen melodrama 


merry performance of 


sort of entertainment, 
size Was 


the 


good 
throughout 


f audience of 
entertained 


ence yesterday. 


musical play, “Rose-Marie,” 


ored by Roi Cooper Megrue that 
gagement at the Shubert 


tion. 


‘centers around the final clearing of 
‘the dog of the suspicions that he has 
'feverted to the wolf instincts of his 
much sympa- 
‘thetic suspense in his struggle, under 
against 
The story 
snow 
| ungnded jealousy and permit the | country and is filled with the tang 
| Wely meetings of the trio to con- | 
| tin, carried lightly the burden of | chief figure in the other long picture, 
‘ appearing as a speed- 
‘ing motorist in search of a new thrill, 
and finding it in his adventures as a 
helps 
stop the smuggling of Chinese pic- 
ture brides into the United States at 
The 

of 
more 
often 10 years ago than now, but the 
nevertheless, 
that many persons enjoy, to judge 
from the response of a Fenway audi- 


Lefty Flynn is the 


Arthur Hammerstein's spectacular 
has be- 
gun the tenth week of its Boston en- 
Theater. 
with no lessening of interést in this 
well-acted and well-sung presenta- 


B. F. Keith's 


AR F. Keith’s last night dancing | 
Mile. Marguerite | 


JEAN LORRAINE 


Charming and Inexpensive 


Gowns, Hats, Tailor Mades, 


Spanish Lingerie, Knitted Dresses 


impression of 
in 


189 Regent Street Tel. Gerrard 7211 


Patti Moore, in a/| London, W. 1.. Engiand 


in lazy | 
Du Calion balances | 
ladder while he tells jokes. 
a ponderous gentle-| 


18 & 15 High 8t., 
TAILORS, HOSIERS 
Men’s & Boys’ Outfitters 
Agents for JAEGER Clothing 


Croydon, Surrey, Eng. 


sings with Belle. 
avéy. who accompanies him at the 


and Alice 


in 


equilibrists, 


athe feats. 


= 


E. Gould & Ga: 


wire- And at 20 Bank Buildings, Brighton Road, 
- PURLE¢ 


sentative in the Congress and former 

Governor of Massachusetts for three. 
‘terms is the unopposed Demo- 

‘eratic candidate. Mrs. Edith Nourse | 
‘Rogers of Lowell, widow of John 

| Jacob Rogers, is a Republican candi- 

| date, as are James W. Grimes oi 

| Reading. formerly state Senator, and | 
| George H. Brown of Lowcii, formerly | 
' Mayor. The contest is admittedly be- | 
‘tween Mr. Grimes and Mrs. Rogers, } 
with the Senator having tie indorse- | 
Soto of many organizations devoted ,; 
to prohibition. 
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Waves and beyond the Seven Seas” 


MORANTS 


“Where all the amart people go.” 


Whitney 
Blankets 


and 


Household 


Linens 


‘Undielawn 


Alurable Cambric of fine texture 
and full 40 Ins. wide. 


F@ingertie, In 
Be use s, demon, Pale 
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Cldren'’s der, Sky and 
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s‘dar pur- Biues, Cham- 


pa. Write pagne, Pink, 


foryee pat Per Yard Salmon, and 
fopgatterns. a in White, 


Helio, 
Post Free 


Au revoir! 
Attendez Moi 
chez Moranta. 


SOUTHSEA, ENGLAND 
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Southsea 
England ; 


ycles 
All- British 


B.B.C 


i 


Ts YOU want a really 

) made up of the ‘finest components— | 
one upon which you can depend—buy 
,a B. B. B. B. Cycles are produced by | 
special new up-to-date methods, en- | 
abling high quality machines to be 
offered at popular prices, You can 


buy the 
B.B. GUINEA 


which as good as many 
luxe Models 


5. 0., Ladies hd 6. | 


Wonderful value. Write for list of | 
other models, or call in and bite? 
our stock, 


good “‘bike’’—.| 


is 
le 


Cash Price £5. £5, 


Carriage paid to your door. 


B.B. CYCLE CO. 


| 64 Victoria St., London, S. W. 1, 
Pd 


Eng. 
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The GRAND PYGMALION 


COMPLETE House FuRNISHERS 


over forty departments of . high-class 
merchandise which we invite you to 
4/ inspect at your leisure. 


and 


GENERAL DRAPERS 


MONTEITH, HAMILTON & 
MONTEITH Lip. 


Boar Lane, Leeps, ENctanp 
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the 


wonderful resources. 
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An Invitation 


In the heart of the British Empire, Oxford Street, 
House of Waring & Gillow, 
centuries as specialists in all things appertaining to the home. 
are invited to wander at will through its galleries and explore its 


Catalogues Post Free 


Estimates Given Free for Church Decoration and Furnishing 


London, stands 
Lid.—a house famous for: two 


You 


164-182 Oxford Street, 
MANCHESTER 


LIVERPOOL 


London, W. 1, England 
LANCASTER 
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“Known where’er the White Ensign® 


AN INVITATION 


VISITORS from Overseas will find much 
interest, them at the Showrooms of the Gold- 
smiths and Silversmiths Company, 112 Regent 
Street. W. 1, where is displayed a fine col- 
jection of Pearls. Jewels, Modern and 
Antique Gold and Silver Plate. 

No obligation or importunity to purchase, 


A fully illuatrated catalogue will be 
gent immediately upon application. 


The 2 
GOLDSMITHS 
& SILVERSMITHS 
COMPANY [°° 


only address 
2 REGENT STREE 
LONDON, W1.ENGLAN 


rose diamond, 
platinum an 
£21 per pair. 
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cmt gold Eerrings. 
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New Attractions 


Ww ACtere 


Vith 


The British Empire Exhibition 


is opening for a Second Season 


VISITORS 


to the Exhibition are cordially invited to enjoy the opportunities 
afforded by 


The Christian Science Pavilion 


Here one can seek quiet in the READING ROOM, mail letters 
from the WRITING ROOM and learn more of the Special 
features which The Christian Science Monitor offers to its wide 
circle of readers by visiting the Room specially devoted to its 


display. 


Many 


AT THE OFFICES 


of the European Bureau of THe Curistian Science Monitor, 2 Adelphi 
Terrace, London, a welcome is extended to visitors and ifformation is 
gladly given concerning hotels, railway and steamship lines, sight 
seeing, etc. 


The CHRISTIAN SCIENCE MONITOR 


Published in Boston and Read Throughout the World 


A 


THE CHRISTIAN SCIENCE MONITOR, BOSTON, TUESDAY, JUNE 16, 1925 
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SARGEN T PLEADS 
SUPPORT OF LAW 


American Attorney-Genera 
Gets Honorary Degree 
From Tufts College 


~ 


“I hope and believe taat the in 
fluence of the colieges and the col 
lege educated, with all the force o 
their ever increesing numbers, wii 


be exerted to strengthen and 


per- 


ition of Agricultural College Edito 
| Participants are expected from Al 
|/bama, New Hampshire, New Yor 
| Ohio, Louisiana, Texas, Arkans 
| Virginia, Georgia, the District of C 


'lumbia, Colorado, Maryland, Flori 
| and New Jersey. 
The editors will be welcomed to 


Y 


1 leigh by E. E. Culbreth, Mayor, an 


‘fo State College, where their sessio 

will be held, by Eugene Brooks, t 

president. 

The chief topic for discussion 

| “The Local Newspaper and the Co 
-{ munity.” Among the features of t 
‘session will be the report of Reub 
Brigham of the United States D 
' partment of Agriculture, and pre 
| dent of Agricultural College Editor 
‘addresses by Dr. B. W. Kilgore, fo 


f 
I 


petuate the reign of law and order,! mer dean of the School of Agric 


religiously and devoutly observe 


and obeyed,” said John G. Sargent, | 
United 


Attorney-General of the 
States, at the co:uclusion of his ad 
dress at. Tufts College graduatio: 
exercises yesterday. 

Mr. Sargent, who is a member.o 
the class of 87 at Tufts, 
honorary degree of doctor of laps 


follows: 
The men and women who are to 
useful, who are to make our 
country an increasingly better place 
to live in. must have, in addition to 
knowledge and intellectual power, 
the courage, perseverance and self- 
denial to crant to others the treat- 
ment asked frem them, or better. 


Regards for Others’ Rights 

The college trained citizen who is 
best qualified to do his’ part in the 
walk of life has learned, not only 
the facts, the literature. the culture 
“whieh the curriculum furnishes, but 
has been helped to see more and 
clearly the usefulness, the 

cessity of a constant regard for 
the rights of others. He has become 

more and more devout worshipper 

‘ the shrine of truth and justice: 
sees and feels the duty of so order- 
neg his conduct that there will be no 

ecessity for steps on the part of 
wnyone to compel him to observe the 
rules of society. 

Hie will study and analyze those 
rules, carefully copsider their effects, 
take a lively interest in their formu- 
ation from time to -time as the 
needs, the capacity, the possessions, 
the conditions and opportunities of 
society-increase and change, but all 
the time he will play the game under 
the rules as they are. 

Leadership Through Example 

And. by his example and influ- 
ence and his greater powers of per- 
evasion, he will bring others who 
have not his advantage to the same 
way of thinking a.nd acting. 

In the times to come, as conven- 
iences, comforts, arf@ luxuries multi- 
ply and are more. easily attainable, 
1 fear it may become harder to keep 
in mind that what costs nothing is 
worth nothing. To realize that, 
though we can get and have things 
our forbears did. not, could not 
have, in order to continue in the 


aT. 


he 


more 


possession and enjoyment of those /| 


material advantages we must work 
ever and ever harder, must be in- 
creasingly vigilant, for the main- 
tenance of the institutions of law 
and order, only under which our 
’ great national development has been 
possible. 


COMMENCEMENT 
EXERCISES AT M. A. C. 


Governor Fuller and_,Dr.. E. 
W. Allen the Speakers 


AMHERST, Mass., June 16 (Spe- 
cial)—Research into plant and ani- 
mal life, into agricultural finance and 
the uses of agricultural products, is 
one of the most prolific agencies for 
the advancement of civilization that 
the races possess, Dr. E. W. Allen, 
chief of the office of experiment sta- 


tions in the United States Depart- | 


ment of Agriculture and -the com- 
mencement speaker at the Massachu- 
setts Agricultural College here this 
afternoon, told a gathering of 500 
seniors, professors and their friends. 


Gov. Alvan T. Fuller, the first Gov- | 


ernor to appear at thé graduation of 
the state college for.14 years, re- 
marked that he could conceive no 
educational institution that offered 


_& greater opportunity for service than | 


this one. Three degrees of master 
of science, 79 of bachelor of science 
and one of bachelor of vocational 
agriculture were granted today. Prof. 
W. F. Powers of Wesleyan, a gradu- 
ate of Clark College, has been ap- 
pointed professor of physics here, 
according to an announcement from 
the trustees. z 

Prizes and scholarships for the 
year were awarded as follows: The 
Grinnell first prize of $25 for tech- 


nical work rating better than 80 per | 


cent. went to G, H. Ward ‘25 of- En- 
giewood, N. J. Andrew W. Love of 
Auburn; Mass., took the second prize 
of $15, and Leland L. Currier of 
Marblehead the third prize of $15. 
The Hills botanical first prize of $20 
went to Mabel M. McMasters ’26 of 
Ashburnham; the second prize to 
P. W. Baker '27 of Amherst. 


The scholarships from the Massa- | 


chusetts Society for the Promotion 
of Agriculture for next year were 
awarded to the following: $300 each 
to P. J. Davenport '26 of Shelburne 
Falls, and Ray G. Smiley '26 of Wor- 
cester, and $200 each to C. H. Par- 
sons of North Amherst and H. BE. 
Pickens ‘27 of Stoneham. The Allan 
Leon Pond memorial medal for ex- 
cellence in football went to H. J. 
Marx of Holyoke, captain of last 
year's team. The Southern Alumni 
baseball cup for the most helpful 
member of the present baseball team 
went to J. B. Tempie '26 of Shel- 
burne Falls. 

The Academics conspicuous serv- 
ice trophy was awarded to E J. Cor- 
win "25 of Winthrop. For the best 
original -one-act play approved by 
the Roister Doister Society. a first 
prize of $15 went to Dorothy lL. 
Leonard ’28 of West Springfield, and 
second prize to Mary T. Boyd '26 of 
Jacksonville, Fla. ‘ 


COLLEGE FARM — 
EDITORS TO MEET 


RALEIGH, N. C., June 13 (Special 
Correspondence)—Agr?ricultural col- 
lege editors from many states will 
meet in Raleigh, July 7 to 9, for the 
convention of the American Associa- 


EE ee ee 


FOR EXCELLENT MEAT 
SERVICE 


you are recommended to shop 
at HAMMETT’S 
SLOANE SQUARE—67 King« Road. Chelsea. 
KRIXTON-13, 15 & 49 Atlantic Road. 


HERNE HILL—# Half Moon Lange. 
HERNE_HILL—77 Dulwich Road. 


RALHAM—149 Clapham Park org > jaca | 


WEST NORWOOD—172 Norwood 
NORBURY—11 Btanford Parade 
KROMLEY—9% Ravensfell Parade. 


oad. 


WIMBLEDON--14 Replingham Rd.. Southfelds. |, 
76 Cannon &t., Lendon, 


FINCHLEY—62 Bi Sires. N...Fiachley.... 


received the 


1! ture of North Carolina State Colle 


retary of the Navy. 


' NEW WAGE 
FOR 


SCALE 


’ 


for Women and Girls 


A new minimum rate of $13) 
week for women and girls employ, 
in the millinery industry will becor 
effective on July 1. 
: provided in a decree entered by t 


Massachusetts Minimum Wage Co} | 


mission, and is based on the reco} 
' mendations of the wage board f 
'the millinery trades, which was} 


| session during the winter. ; | 


This board combined in its sc€ 
the work of the former wage boaB 
‘for wholesale and 
' trades, and, in addition, included |- 
tablishments engaged in the maj- 
facture of flowers and feathers. 
_purpoSe of combining the boards y 
_to simplify administrative procedje 
‘by having a single decree for e 
|several branches. The conveninyf 
ithe Wage board gave opportunity :p 
for a revision of existing rates. - 
| The new decree establishes a 8 
‘minimum wage for employees wo 


| have reached the age of 19 and he, 


'been employed in the occupationjt 
least four seasons of 16 weeks ea 
including two spring seasons 
two fall seasons; or in the cas 
‘employees whose work is notfif 
seasonal. character, at least 
years. For learners and apprenti 
special minimum rates ranging f 
$6 to $12 a week, according to 
‘are provided. 

The new decree supersedes 
present decreés for retail and wha- 
| sale millinery with minimum rategf 
| $10 and $11 respectively. 


ESSEX COUNTY GIRL | 


SCOUTS IN CONTES5 


| First Annual Rally to 
| Held in Danvers 


e€ 


DANVERS, Mass., June 16 ( 
Clal)—-Aé least 12 troops of 1 
| Scouts are expected to be rete- 
| sented today from all sections ofhe 


}country, at the first anfual [rl 
' Scouts rally which will be held fre 
/bate this afterngon. 
_ The program will be featured ith 
'demonstration work in five comgi- 
itive contests, which will includ a 
|fire lighting contest, a relay rg; 
| Signaling contest, knot tying const 
and chariot race. Two girls f)m 
each troop will participate in thejlre 
lighting contest, the winner tqbe 
determined by the minimum me 
required to boil a kettle of water 
Miss Helen Potter of Boston 
rector of the eastern division ofjhe 
| Massachusetts. Girl Scouts, will re- 
| Side at the rally, and will conhct 
ithe regular opening exercises pn- 
| sisting of inspection, pledge o 


|Banner”; scout promise and the 
‘scout laws. About 18 other sput 
Officers are expected from vapus 
sections of the county. 
__ First and second prize badgesypill 
| be awarded in each of the five a 
_titions, and the troops receivingthe 
largest number of badge awardsvill 
be presented with the silver tr¢gel- 
ing cup offered by the Daners 
Troop, which will act as the hosss 
body. : 


GOVERNOR ATTENDIN¢ 
COLLEGE GRADUATICNS 


\trip through Massachusetts atthd- 
‘ing various college and advated 
ischool commencements as 


and Josephus Daniels, formerly mT 


MILLINER 
Minimum Rate of $13 Week), 


and on behalf of 10 other recipients 
of honorary degrees spoke in part as 


This rate || 


retail milliny | 
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View of the Massachusetts Institute of Technology 
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Scene of Commencement Exercises Where 584 Graduates Received 


BROOKS:BRYCE 
PRIZE AWARDED 


Academy 
Pupil Writes the Best Es- 
say on Friendly Relations 
John King Fairbank of Sioux Falls, 

S. D., a pupil of the Phillips-Exeter 

Academy at Exeter, N. H., has been 

awarded the prize in the interschol- 

astic Anglo-American prize essay 
contest conducted by the Brooks- 

Bryce Foundation to promote under- 

standing and friendly relations be- 

tween the United States and Eng- 
land. 


John E. J. Fanshawe of New York, | 
of the foundation, 
is in Boston to promote the) 


director-general 
who 


‘work of the foundation, presented 


| 


' 
’ 


' 


: 
| 
| 
| 
| 


States 
legiance to the flag, “Star-Spa ed | 


handsome 
wellas | 


,the convention of the Veterang of 
at Hill School. Jonathan G. Sherman 


|Foreign Wars at Beverly andthe 
celebration of the two hundredthan- 


'Riversary of the fuunding of Stme- | 


i 
' 


ham. Today the Governor was at 
Holy Cross College, Worcester. 


passed in Charlestown at the vardus 
_eeremonies connected with the jes- 


This evening and tomorrow wilt be | 
judge. 


'quicentennial of the Battle of Buker | 


Hill. It is expected he will b 


in | 


Malden Saturday night and on Non-| 


‘day in his office in the State Hdise 
‘followed by trips to Newhburyiort 


| skilled workmen at lowest charges. 


the the young winner on 
Saturday. 
note, a round trip to England on the 
Anchor Line steamer “California,” 
and a handsome, illuminated scroll 
on which the facts of his triumph are 
inscribed. 

It is stated that the award was 
made to him because of “his deep 
appreciation of the ideas involved, as 
witnessed in his essay, and that he 
may get still a deeper insight into 
the enduring reason why there should 
be complete understanding and 
friendly relations between the United 
and the British Empire.” 


prize to 


He was given also a letter from Sir! 


Esme Howard, British Ambassador to 
the United@ States, to authorities in 
England commissioning them to see 
that. the young American 
every opportunity to examine Eng- 
lish institutions.- At Eaton, Oxford 
and Cambridge he will 
under the tutelege of special masters 
and given opportunity to learn of 
their methods of study and other im- 
portant facts. He will also be en- 
tertained in English homes that he 
may get an idea of English family 
life. 

Young. Fairbank will sail 
gow for New York on Sept. 0. 
called the first Brooks-Bryce 
sionary. 

The second prize in the contest, a 
set of Shakespeare's 
works, was won by Kenneth M., 
Simpson of Pottstown, Pa., a student 


mis- 


of Bridgeport, Conn., a pupil at Kent 
School, won third prize. Fifteen 
schools participated and 300 essays 
were submitted. President James R. 
Angell of Yale University was the 
tach school competing pre- 


“THE HOME OF THE 
RENOVATION TRADE” 


Fura cleaned, altered & repaired by best ot 
Inventor 


| @ Sole Maker of the linen unlon Moth Proof 


|Tuesday and Worcester on Wedies- | 


iday, June 24. 
OLD WAYLAND HOME SOID 


One of the largest resideitial 
_properties in Wayland, on 
| Street, known as “Greenways.” has 
been conveyed to Frank C. Pair of 
Weston and Boston. The farmhdise. 
considered. the oldest 


Price list free. 


ARTHUR PERRY 


Bag. 


| Furrier, 16 A yew Mariborough St.. Regent 8t.. 


} 
' 


house how | 


| Standing in this township, dates lack | 


_to about 1700, and contains manr of | 
the early New England features cre- | 


fully preserved and restored. 
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ee 
Clothes, etc., 
tirely odourless. 
| pounds. 


MOTHITE: 


new discovery for the protection of firs. | 
from the destructive moth. En- | 
A 2/6 tin ‘may save you | 
Obtainable only from FUR RENO- 


| VATING COMPANY, Specialists in For Ailter- | 


ations & Repairs, 58 Cheapside, London, E! C., 
England. 
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Note the Curve 
_ACOLLAR THAT REALLY FITS! 


| Kent's Self-adjusting Collars ft snugly 
| Over the collarbone, and there is ample 
| room for the tie to slip ronnd eaally. 
| All leading shapes stocked in L, sizes, 
| 10/6 per doz. Sample 1/- each. 

i Postage extra U. K. ea. Abroad 1/6. 


EDWARD KENT, LTD. 


Men's Outfitters, 
Shirt & Collar Specialists 
. C. 4, Engla 
5609 — 


Phone City 


| Est. 1884 
Jain | 


W. 1, England. 


Gerrard 8307 


ondon. 


Phone 
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Arbutus 
Toilet Soap 


MADE in DUBLIN, IRELAND 


—!,, 


fy 


Foot Comfort 
in Stylish Shoes 


304-306 Regent St., London, W.1, Eng. 
Opposite the Polytechnic 


Mr. Charles H. Baber, for- 
meriy Managing Director of 
Babers Lid. (Jersey) Oxford 
St., will be pleased to super- 
vise fitting as before. A num- 
ber of his old assistants are 
helping him. 


CHARLES H. BABER, Ltd. - 


This consisted of a £100) 


is given, 


be placed | 


from | 


New York on June 27, and from Glas- | 
He is | 


DIXON’S 


—== 


sented: to the winner within its 
Brooks-Bryce cup, retained by the, 
school, upon which the name of the 
winner is to he inscribed. 

Next year the contest is to be open 
to girls’ schools, Mr. Fanshawe told 
a representative of The Christian 
Science Monitor today. About 28 
such schools already have enrolied. 
He says that at least 150 schools in 
all will participate. The foundation 


was formed by Mrs. Florence Brooks- 


| Aten of New York City in memory of 
ithe 
, fice for freedom in the World War. 


men who made the final sacri- 


TRINITY CONFERS 
HONORY DEGREES 


Bishop Lawrence Among the 
Seven Recipients 


HARTFORD, Conn., June 16 
Seyen honorary degrees were award- 
ed at the commencement exercises 
at Trinity College yesterday at which 
ithe members of the graduating 
class received their degrees. The 
| honorary degrees conferred were: 
Divinity: Bishop Wil- 
liam Lawrence of Massachusetts. 

Doctor of Laws: Col Lincoln 
'Clarke Andrews, Assistant Secretary 
of the Treasury. 

Doctor of Letters: Prof. David | 
'Moore Robinson, of Johns Hopkins 
‘University; Grenville Kane ‘75, ehair- 
-man of the board of directors of the) 
(Erie Railroad; Ralph Lyman Bald- 
'win of Hartford, Conn. 
| Master of Arts—Robbins B. Stoe- 
kel, state vehicle commissioner of 
‘Connecticut. 

Arthur Trench Clarke of Boston, 
‘of the class of “1875, who failed to: 
‘complete his college course, was 
voted the degree of bachelor of arts. 
Bishop Lawrence made a strong | 
‘plea for devetopment of better | 
|methods in the college curriculum | 
for the religious instruction and 
|leadershtp of the students. Irenus 
-K. Hamilton Jr. 91 of West Hartford 
‘has been re-elected alumni trustee 
|for three years. 
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Doctor of 


ARCHITECTURAL DECORATOR 
Fibrous Plaster, Model. | 
ling, Wood and Stone 
Carving. Joinery. Re- | 
vroduction of Period 

Work a speciality 


FW. CLIFFORD | 


TIDOR WORKS 
Dorset Place, Vauxhaii Bridge Road, 
London. 8. W: 1, England * 


Real ‘Value 


\| ogy Footwear 


Freeman, Hardy and Willis foot- 
wear offers more style, finish ana 
wear for less money, because we 
are actual manufacturers —- tle 
largest firm of its kind in Great 
Britain—selling direct to the pub- 
lic through our 5600 shops or by 
post. 

F. H. W. productions cover the 
whole range of the family's foot- 
wear needs, and behind every- 
thing we sell is our 60 years’ 
reputation. 

If there is no f. H. W. branch 
near you, send a post-card for the 
new catalogue to Freeman, Hardy 
& Willis, 108 Rutland Street, 
Leicester, England. 


Ladies’ Shoes from 8/11 to 21/. 
Gentlemen's Shoes from 
10/11 to 27/6. 
Children’s from 2/114. 


Freeman 
Hardy & 


Willis. Ltd 


‘commencement exercises 


this 


‘Charles 


Photo by Fairchild Aerial Surveys, 


Degrees. 


‘TECH AWARDS 


school a small gold replica of the | 


984 DEGREES 


Dr. Stratton Presents Diplo- 
mas to Large Graduating 
Class at Commencement 


a 


scene of 
at Massa- 
Technology 
candidates 


Dupont Court was the 
chusetts Institute of 

afternoon when 584 
for degrees received their diplomas 
from Dr. Samuel W. Stratton, presi- 


dent of the institute. 


More than 3000 relatives and 
friends of the graduating class were 
massed about three sides of the 
court. Members of the faculty and 
the seniors were in academic dress 
for the third time in the history of 
the institute. The procession started 
from the lobby beneath the dome 
and moved across the main court be- 
tween masses of pink and. white 
rhododendrons. The 101st Engineers 
Band played as the 
entered Dupont Court and the seniors 
took their place before the platform 
to receive their degrees. 

The invocation was 
Dr. George A. Gordon. 
A. Coffin. LL.D., former 
president of the General Flectri: 
Company, addressed the graduating 
class. 

Of the 584 degrees awarded. 458 
were for Bachelor of Science, 196 
Master of Science, five for Master of 
Architecture, six for Doctor of Sci- 
ence, and nine Doctor of Philosophy. 

Maj.-Gen. Andre W. Brewster, 
commanding officer First Corps Area, 


Rev. 
which 


by the 
after 


- Fornishwi 
The Beauty and Quality of 
“Siesta” Furniture and Carpets 
ensure the restful Comfort of 
ideal Home Life. 

H. CHAPMAN & CO. 

83 Northumberland Street, 

Newcastle-on-Tyne 


large 
a lew 
with 


wr be satisfied with leaving 
balances at your Bankers at 

rate of Interest, when ‘rou can 

confidence invest it to pay you 


Cr 
Bo 
Free of Income Tax 


redeemable In full at any time rou may 
require it, without deduction, and without 
eapense, 


Write for full Proapectus to the Secretary 


Magnet Building Society 
$1 & 83 HARROW ROAD, LONDON, 
WwW, 2, ENGLAND 
ESTABLISHED 55 YEARS 


procession | 


United States Army, addressed 
the Reserve Officers’ Training Corps. 

Dr. Stratton, Dean Henry P. 
bot and members of the faculty held 
a reception in Walker Memorial im- 
mediately after the graduation ex- 
ercises. This evening the seniors 
will have their premenade at Walker 
Memorial, the final event of com- 
mencement. 


GEORGE WASHINGTON VBEATRICE €UNDY| Ww 


PORTRAITS FOR BROWN 


PROVIDENCE, R. L., June 16-——The 
gift to Brown University of the col- 
lection of portraits and engravings 


of George Washington, gathered by | 
the [ 
class of 1859, was announced today | 
university's 


Dr. George Loring Porter of 
in connection with the 
commencement week activities. 

The collection, now on view in the 
John Hay Library, is said to be one 
of the best of its kind in existence. 
Some of the engravings are ex- 
tremely rare. Thev include the work 
of Am-rican, English, Italian, French 
and Spanish artists. The gift will 
be made formally tomorrow by the 


children of Dr. Porter. 


The 
Positive Clarity 
of “‘Vedette’’ enamels will make your 


Spring redecoration give pleasure by its 
resulta, 
VEDETTE WHITE—Liquid China 
VEDETTE CREAM—Ligquid Ivory 
are clean and stay clean unaffected by 
any atmosphere. 


Specify ‘‘Vedette’’ to your Pecorator 
and see that he uses it. 


ROBT. BOWRAN & CO., LTD. 
4 St. Nicholas’ Buildings 


NEWCASTLE ON TYNE, England 
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the | 
seniors and awarded commissions in’ 


Tal-' 


HIGHWAY CLEAN-UP CAMPAIGN 
IS URGED BY MAINE GOVERNOR 


re ee ee enema 


ee ee 


Mayors and Chairmen of Selectmen Asked to Help in Mak- 
ing Roads More Attractive by Removal of Advertising 
Signs, Rubbish and Random Brush. 


eee 


AUGUSTA, Me., June 16 (Special) 
—Removal from the roads of adver- 
tising signs, rubbish and random 
brush, to make the highways of the 
State more attractive to summer 
visitors, is urged by Gov. Ralph O. 
Brewster in a letter sent to the 


mayors of other Maine cities, and 
the chairmen of the boards of select- 
men of every town in the State. He | 
says: 

A million people 
Maine this summer, drawn by our 
recreational delights. They will 
spend nearly $100,000,000 within the 
confines of our State, and help, di- 
rectly or indirectly, the welfare of 
every citizen of Maine. We are 
properly concerned that thev 
should enjoy the time they spend 
with us here in order that they may 
return for longer and longer stays, 
and bring their friends behind them, 
and, finally, in many instances, be- 
come permanent residents of our 
State. 

They do not come to Maine to read 
our signboards or to see the rubbish 
heaps which sometimes exist along 
our roads,‘but they come to enjoy 
the marvelous beauties of nature 
which are here spread out with such 
a lavish hand, 

In the 500 communities which 
you represent you comprise the en- 
tire organized territory of the State 
of Maine, and if, in your community, 
nature is not marred by the dese- 
crating hand of man, we shall be 
sure that Maine is growing ever 
more beautiful and attractive to our 
visitors from all over the wide 
world. 

With this in mind*!I am enclosing 
an abstract of the laws relating to 
the guardianship of our roads from 
signs and rubbish and random 
brush, and shall personally appre- 
ciate whatever service you can ren- 
der to the State of Maine in pre- 
cerving the reat trust of the nat- 
ural beauties of our State which 
have been placed within your care. 


Another letter has gone from the 
Governor's office to the state high- ' 


‘way police calling attention to that 
provision of the public laws of 1925, 
‘which requires the state highway 
| police to remove all signs, billboards, 
‘panels, placards, posters, notices or 
other advertising devices, which ob- 
‘struct the clear view of the highways 
_or prevent their safe use. 


‘PRINCETON °25 CLASS 
SETS HIGH RECORD 


PRINCETON, N. J., June 16 ()— 
The board of trustees of Princeton 
| University in annual meeting yester- 
'day indorsed the recommendation of 
‘the faculty for the conferring of 365 
, degrees to Princeton seniors. Only 
17 members, or 4 -per cent of the 
class, will fail to receive diplomas. 


This is a small figure compared to 
‘preceding years, 40 having failed in 
1924 and 52 in 1923. 

It was also announced that the 17 
failures would have the opportunity 
of a re-examination next June in an 
effort to receive their diplomas. 


will come to 


Hats and Gowns of Individuality 


13 George Street, Hanover Savare, W. 1 
Mavfair 1} 
LONDON, ENGLAND 
Celebrated for 
Floral Decorations 
for Weddings, 
Wedding Bouquets, 
Church and 


House 
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Decorations. 


' At Home Portrait 
Photography 
Small set of Positions and Sitting 


—i Guinea—in London Radius, 
Further Particulars 


Phone 
ayfair 


1979 


Florists 
to 
His Majesty. 
Onslow Crescent, 
South Kensington, 
LONDON;; S. W. 


FOUNDED 1829 
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12 Baker Street. Portman Square 
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Bristow s 


Exclusive Lamp Shades 


ELECTRICIANS 


St. and 5 Maddex St. 
London, Eng. 
| ASK YOUR FRIENDS ABOUT US 


Sloane 


35 
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: STOCKINGS 


For Spring and Summer Wear 
Ruy the famous ‘‘Bear’’ Rrand Pure Silk 
Hose, full fashioned and strong lisle sus- 
pender tops. Sizes 844, 9, 94 & 10. 
4/11%, per patr. 

1/1 Rib Egyptian Cotton Hose, full fash- 
ioned, thoroughly recommended for hard 
wear. Sizes 9. 1, and 10 2/11% 


per pair. 


ANGEL STREET 


SHEFFIELD 
Eng. 


The House 


kixclusive 
Fashions 


in 
Costumes, Gowns, Millinery 
Smart Footwear 
Dainty Lingerie 


and 


The above hose can 
he obtained in the 
following colours: 
Sunburn, peach. 
nude, champ., silver, 
shoe grey, thrush, 
fawn, putty, stone, 
tan. coating. cinna- 
mon, sahara, flesh. 
black and & 


white. 
selection of 
Coloured 
ibbed Hose in 
putty, coating and 
grey. Double knees 
fo give extra wear. 
Sizes 4, & 6. 
2/11%% per pair. 
Also Girls Black 
(77m. liose, sizes 
B14, 9. Vg. 2/11% 
per pair. 
Setisfaction 


tan 


Everything for the Woman of 
TASTE AND REFINEMENT 


Extensive Gentlemen’s Depta 
| Beautifully Appointed Restaurant 
_ Luncheons, Table d’'Hote & A la Carte 
Music during afternoon 


quarantced, money returned 


if not approved. 


DRINKWATERS, Ltd. 


HOSIERY SPECIALISTS 
PORTSMOUTH ENGLAND 


Nearly a Century Ago 


JACKSONS 


of Piceadilly 


pioneers In introducing 
American Fancy Groceries  igto 
england. Now both British & 
American Residents & Visitors nat- 
urally come there to find all they 
associate with “Home.” <A feature 
is made of supplying Steamer 
Ilampers of Choice Dessert Fruits 
for “Bon Voyage.” 


Rt. Jackson & Co., Ltd. 


171, 172 Piccadiliy, London, W. 1, 
England 


were the 


Mayfair Branch 
ALDERMAN & BECKFORD 
5a Curzon St., W. 1. 


Belgravia Branch 
JURY & BARRETT 
171 Sloane St., 8. W. 1 


BUSHED i 
Ot 18 


I Ww TACON 
SHIRT MAKER 


Gentlemen's Outfitter 


One of the Oldest Established 
Businesses in LONDON. 


Established 1834, 


Interesting and Unusual ! 
Shirts Made to Measure 


at no extra cost. Best quality 


275-277 High Holborn, London, England 


materials only 


Zephyrs Silks 
Mercerized Cottons 
Taffetas Viyellas 

Batiste Linens, &c., &c. 


J. W. TACON 


| 


gee Taste 


Se SS 


Blue Bird Laundry 


Rectory Grove, London, S. W. 4, England 
TELEPHONE: LATCHMERE 5000 (4 Lines) 


Perfectly equipped and organized under 


IDEAL CONDITIONS OF LABOR 


Skilled hand-workers for all dainty work. 
Courtesy and Personal Attention. 
Nett Price-List by return of Post 


— ($--3 


Only Soft Water Used. 


SCHOOLS & SERVICES | 
SUPPLIES Ltd. 


4-10 Regeney Street, Westminster, London, S. W., England 


Founded by the leading Public and Preparatory Schools in the country 
to cater for school needs upon a co-operative basis, we are specialists 
in all School requirements. 

The Schools need the most efficient service at advantageous prices, 
Association exists te supply the need. 

The mark SSS on goods supplied by us is the brand of quality. 
Our price list, which covers Books, Stationery, School & Athletie Outfits, 
Foodstuffs, Domestic & Furnishing requirements, sent on application, 


This 


Telegrams: Sercendep, Sowest 


EDS — 


Telephone 5626 Vietorila 
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OR over a century Shoolbreds has 

been privileged to serve many. of the 

great families of England. From a 
little bow-fronted Georgian shop it has 
grown to be a great Store, ready to sup- 
ply your every need in Furniture; Fash- 
ions or Food. 


And throughout its history the House 
has been inspired by one ideal—that 
~ Ted and Service must come before 
all, 


Pay a visit to Shoolbreds the next time 
you are in London. You will be made 
very welcome. 


Jas. Shoolbred & Co, 
Limited 


Tottenham Court Rd., 
Lendon, W. 1, Eng. 
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A Border of Her 


Fashione 


out 
much 


SUNNY border set with 
old-fashioned herbs, fre- 
quented by birds and bees, will 

he like the gardens that used to 

flourish in bygone days, long before 
corgeous flowers were imported from 
foreign eountries. Few are 
with the herbs carefully te nded hun- 
of years ago 10D 
gardens. The very names 
plants, beautiful, soft-sounding 
mean little or nothing to Us. 
rosemary, basil, valerian, 
sorrel, and thyme. And there 
hyssop, coriander, dill, tansy, 
wav, bora and lavender. Some 
them Shakespeare knew well. 
goubt with Ann Hathaway he 
ieved a thrifty kitchen garden, 
there meditated and thought out ideas 
his plays. He tells us, “Here's 
rosemary, that’s for remembrance. 
st know a hank where the wild thyme 

“Here's flowers for. you, hot 

mints. savoury, marjoram.” 
is diary mentions a tansy 
ly flavored herb 

ignores completely 
oct the modern demand for herbs is 
met by mint, parsley, sage, dill, and 
summer savoury. But there are many 
other herbs equally valuable in cook 
ing that 
cultivate 
| lots 


Apropos of 
7 ls - 
{ i] 


reds * 
of 


words, 


aniseed, 


ei ¢ 


- Cc, 


eh- 


fo 


| wea 3 
lavender 
Pepys in hi 

. a, Coarse 


nodern taste 
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the French make 
assiduously in their herb 


herbs sings a 


melilot, 

ning Pree 
mould 

lle: 


\\ i< ae te ee | 


an 
of old 
Two of the old herbs that < 
their beautiful fragrance, 
the garden a joy that out- 
summer, are lemon thyme 
ind lavender. Lemon thyme carries 
fragrance in its tiny, 
although it has a dainty. 
Toa garden lover, no more 
sight can be had than a 
of thyme swaying the 
warm sun, every breeze wafting its 
sweetness abroad, bees and bira 
-ocal with delight.’ Dried, this herb 

delightful in potpourri. 

Rot of all the herbs, lavender ha 


eee = 


ire no- 


ticeable for 
making 
ves the 
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- eer 
FeMILKE 


pur. 


leaves, 
ple flower. 
enjovable 
ill stand 


Bal 
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familiar | 


well-beloved | 
these | 


There | 
are | 
cara- | 
of | 
No |! 


and | 


that | 
In | 


use of and | 


bs Makes an Old- 
d Garden 


ithe strongest appeal. Its 


spikes are lovely mixed with other 
impart their 


and dried they 
‘ar to the family linen. 


blooms, 
sweet clean 
Then the blossoms have 
cial value, being used by 
turing perfumers, and worth 
20 cents an ounce. 

The best for this purpose is Laven- 
ider Vera. The plants, 
‘sunny spot; light soil, 
‘years, although they produce * 
before then. 
from slips 
perennial, 
but in the colder 
protection. 
years ago a 

and good-sized 


taken in June. Being 
' size, 
i winter 

A few 
bungalow 


with 
on 


woman 
lot 


a 


purple | 


a commer- | 
manufac- | 
about 


which need a) 
and moderate 
watering, come to maturity in three| ribbon and filled 
| ~wers | 
Lavender grows readily | 
a} 
this herb grows to a great, 
climates needs | 


a | 


'motor highway on the Pacific slope. 
_ started a tea house which she called | 
Lavender Lodge because of the great | 
lavender plants in her garden as| 
large around as barrels. Motorists) 
_stopping for refreshments were glad | 
to buy some of the fragrant lavender 
spikes, so there were always tempt- | 
‘ing little bunches ready at hand. She 
|had so many blooms she was able 
i to dry a quantity and put them up| 
in litthe net sacks. These also sold): 
well. For -her lavender sticks she} 
received 50 cents apiece. These’ 
dainty things are made in the shape | 
lof a doll’s parasol folded, being com- | 
posed of the thin stalks of the laven- | 
'der bound together with violet baby | 

with the dried 
flowers. .They retain their fragrance 
a long time. 

Any woman having a garden and 
some leisure would find the cultiva- | 
tion of lavender quite a profitable 
‘side line. Gift shops make a good 
‘channel through “which to dispose 
‘of lavender sachets and sticks. 


| 
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Slaving the Dragon of House Accounts 


together 
and 
teach, 
work 


viduals living 
accounts simply 
Women who 
have editorial positions or 
‘offices often form 
combinations of two, 
Unless they 
to have some friend 
n — of the 
or regular maid service 
must be run by the partici- 
with such part-time servic2 
can be arranged. Not all the 
spending for the house can be done 
One person, Because all work, 
each one has an equally limited 
amount time to give to. the 
ménage 
Each must take her turn at all the 
jobs, marketing, cooking, serving, 
clearing up after meals, collecting 
and listing house laundry, getting in 
the ice, the cream and the paper, 
supervising the cleaning and per- 
forming all the thousand and one 
other duties that are part of keep- 
ing house. Probably the most un- 
popular of these is accounts. 
Distributing the Burden 

In one family of four who worked 
and had an apartment together, con- 


torily. write, 
in 
or 
fortunate 
or rel- 


three 
people. are 
enough 
ative ] 
ment 
home 
pants 


as 
, 
ny 


of 


An Irish Embroidery Industry 


London 
Correspondence 
ANY a cottage industry owes 
its existence to a seeming 
chance such as brought into 
being a small embroidery industry 
that is now thriving in Donegal, in 
one of the most primitive and wildest 
_parts of Ireland near Loch Swilley. 

Mrs. Edward Barton, the organizer 
of it tells the story of how it started. | 
“T had a lot of old embroideries, 
she said; “from-among them I copied 
collar and had it put on a summer 
frock, 


Te) he 


Special 


vi 


wanted one 
her by 
Her 


staying with me 
like it. so I got one made for 
a woman in the neighborhood. 

iends all admired it so much that 
she wrote and asked me if I could 
get some more done. The worker too 
delighted and said, ‘Do go on 


[ 


Was 


ceiving me work. You pay me much) 
| lives 


‘than the shops.’ ” 
“Sprigging” 
that as in some other districts 
Ireland. the women embroider 
beautifully, standing at their cottc ge 
doors talking and sewing away at 
the same time and seeming hariiy to 
iook at their work. 
“The people speak of 
ging,” said Mrs. Barton. 
ask a woman if she can 
ery but if she can do sprigz:ing. 
Whole families work at it. Quite 
little girls of eight and nine take a 
ereat interest in it and help their 
mothers by getting work readv 
them to embroider by doing the pad- 


better 


In 


of 


it ‘sprig- 
“You never 
do embroid- 


as 


ding. Very often in a cottage you see | 


the mother spinning wool for the 
men’s socks and the daughters sprig- 
ging. They also weave tweeds in the 
cottages with their homespun wool.” 
Training In Design Needed 

A good deal of Irish embroidery in 
the past has been spoilt by the use 
of uninteresting designs, espevially 
by the perpetual repetition of the 
shamrock, 

“Il am thoroughly tired of 
shamrock!” said Mrs. Barton. “I do 
practically all my own designing. A 
cousin lent me two Irish and Scoitish 
hooks, more than 100 years old, fult 
of hand-drawn designs. 
a lot of friends who have old 
broideries which. they are 
enough to lend me, From these | 
adapt one design to another. It is 
this that makes our things different 
from others.” 

An instance of the charm of these 
old designs was seen in a night- 


the 


em- 
kind 


cown of sheer linen with a basket of || 


flowers in front and fascinating little 
old-world posies, like those in Queen 
Anne work, placed at intervals to 
form a border over the shoulders 
and around the short sleeves. 

Mrs. Barton has had no training 
but seems to he naturally good at 
designing. She traces all the pat- 
ferns and gets them’ pricked ready 
for the workers. The embroidery is | 
done in the cottages, but the making | 
up is carried on under her own 
eyes. 

They Make What People | 


“We began with little collars,” she 
hon, “and: then we did chil-; 
dren's frocks and babies’ robes. Then | 
we went on to blouses, for it was! 
the day when people wore embroid- | 
ered - blouses, and then to un- 
derwear. Now we do underwear. 
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Travel Gifts 


Beautiful Leather 
Safety Money Garters, 


Need 


charming colors, 


Passport Pockets to match 
Pullman Billfolds and Waliets 
quisite pin seal (black) .$5.00 and $6.00 
Stunning Leather Cushions with handle 
and removable satin Pillow... .$14.00 up 


Sent postpaid on receipt of check 
or money order, 
Descriptive leeflet on request. 
MOCCA LEATHER PRODUCTS 
156 E, 49h St, N. Y. City 


An Enelish girl who happened | 


for | 


Then I have | 
had 


ithe latter with 


neckwear and baby things. We have 
done some beautiful robes, that we 
bave copied from old ones, on Jawn 


with the little lapels and everything, 


and this baby’s cap is a reproduction | 


'of an old one.” A fascinating little 
| cap embroidered on lawn with three | 
little ruffles of Valenciennes lace was 
held up. 

“We have had a lot of 
now, both as regards designing and 


*! making up, and do a great deal bet- 
ter than we did long ago when’ we 


started. We have done hundreds and 


| broidered on organdy: muslin. 
come back again and again 
them.’ 
Twenty-One Miles From 
The style 
now is a‘l the more creditable when 
it that Mrs. Barton 
isolated a part of 
Her home being 21 
railway station means that 
trade has to be carried on by 
through recommendation. 


i 


in the garments made 
considered 
in 


is 
SO 

world. 
ifrom a 
(all her 


] 
post and 


She has also done very well at exhi- | 
She has the fashion papers 
of her 
nice 


bitions. 
sent to her and when any 
friends purchase a_ specially 
'model garment she lends it to Mrs. 
| Barton to take the shape and have 
‘her own design embroidered on it. 

We use for the most part 
linen,” she replied in answer to 
| question, “and a 
'rock lawn, 
‘that I believe has a little cotton in- 
termixed.” 

“And do 
dies” 

“No, just sidigary short sevens. 
do all the little finishing 
myself, and the lace stitches 
as fillings,”’ and the 
her as with remarkable rapidity she 
filed in a little flower center that 
made all the difference in the piece. | 
a 
altering the designs. If 
wanted in a different size 
whole pattern has to be changed to 
am Mt." 

The popular crépe-de-chine is also | 
used: 


you have special nee- 


I | 


used 


is 


a five-inch hem of 
broidered net edged with fine Irish 
crochet and a narrower band of the 
Same net at the neck. 
in this delicately tinted 
an oval medallion in front 
design of forget-me-nots and 
lace-stitch centers. 


fabric 
with 


A proof of what 
is to the women is that quantities of 


CCASIONALLY a group of indi- 
keep | 
satisfac- | 


hundreds of little modesty fronts em- 
People 
for | 


Rallway 


housekeeping | 
more | 


establish- | 
the | 


training | 


the 
miles | 


sheer | 
a | 
great deal of sham-- 
which is a very fine linen | 


stitches | 


writer watched | 
| didn’t simplify matters. 


a lovely camisole in pale pink | 
lightly em-| 


A nightgown | 
had | 
a | 
roses, | 


‘ 


a benefit the work | 


letters are received asking for more | 


orders. 


Theodora Poudre Creme 
Refines the Skin 


ff ALNTAIN the charm of a 

plexion and refine the 
THEODORA POUDRE CREME, a pure 

powder which, when blended with milk 
applied as directed, improves the skin. 

$2.00 for a large jar to 
THEODORA BEAUTY CO 
at 908 Pine &t., San Francisco, 


delicate 
skin 


eom- 
pink 


anid 
Seni | 


Callf. 


Shoe Polish? 


Try 


PERFEX 


you will go on 
as shoe polish can be made 
today. Colours: black and’ white 
only. White for all coloured shoes. 
suitcases, leather furniture. and 
atent leather articles, etc. _ Seld 
n cartons with six tubes contain- 
ing about 35 grams. Price . per 
carton one dollar, four shillings or 
five Swiss francs, Postage paid to 
any part ofthe world. When order- 
ing, state if six tubes of black. six 
of white or three of each colour 
are desired. Enclose remittance 
with order, Satisfaction guaranteed 
or money refunded. 


and 
good 


using it. <As 


Agents wanted éverywhere 


PERFEX LTD. 


Giimligen, b,.. Berne, Switzerland 


with | 


' fusion was avoided by the following 
system: Each woman spent for the 
house money from her own purse. | 
‘Phere was a very important note- 
book, bound in paper boards, and 
a black-and-white checked cover. 

Kvery page in it Was sacred to house 
accounts. 
| Facing pages were devoted to one 
week, and were ruled off and dated, 
and arranged by days. Moreover, the 
'initial of each girl appeared under 
every day of the week. Different 
classifications of expenditure headed 
the columns, such as food, ice, milk, 
telephone, light, gas, rent, service 
and miscellaneous. Then there was 
a column called individual's total, 
and one reserved for the grand total. | 
Whatever “KK” spent for ice, or ‘food, 
Or miscellaneous,” was put in the 
column on the line opposite her 
name. Her total for the day was en-' 
tered opposite her name also. | 

Each girl was responsible for en- 
tering the amounts she spent for the 
house, and she was given credit for 
them on her week's pill. 

Monthly Bills Paid by Check 

The monthly bilis were kept sep- 
erately and disposed of quickly with 
the reckoning at the end of the first 
week -of each moenth. They .were 
ustlally divided up, different women 
offering to pay different ones by 
check, all depending upon the state 
of their checking accounts. Of course, 
each womar was given credit on her 
weekly balance for whatever bill she 
paid. 

The method of housekeeping fol- | 
‘lowed facilitated this system. Each 
got her own breakfast, when she was 
ready for it, washed her own dishes 
and made her own bed before leaving 
for work. Someone volunteered to 
shop for dinner. Someone else volun- 
teered to help prepare it and clean 
‘up afterward. The shopper was told 
how many would be in for dinner 
and if plans changed during the day, 
she was reached by telephone at her 
‘place of employment and informed 
of it. 

Guests were always welcome if the 
Shopper and cook knew in time to 
prepare. Noses are counted care- 
fully in these community schemes 
because food is bought for the occa- 
sion in hand and no one has time for 
the careful preparation and use of 
leftovers. : 

On mornings when the laundress 
or the cleaning woman was due (she 
let herself in with the key provided 
for her) the anoney had to be left 
for her day’s work. It was also the 
business of the shopper of the night 
| before to have food and laundry sup- 
' plies on hand for her. 

Because all these workers 
checking accounts they found the: 
-metinod ‘explained a simpler one in 
which to manage their finances than 
to have a house purse into which 
they all put the same amount of 
money each week. In fact, they had 
_tried that and the purse was never 
around when they wanted it. They 
| found themselves borrowing from it 
In emergencies and forgetting to pay 
back what they owed, and in order 
to get the ‘right change for the ice- 
|man or the laundry boy, they often 
had to lend to the purse, which 


| 


t* 


had 


50; as we have said. 
her 


each opened 


purse and spent for the house 


NORA: 


Fa: 
ACE ponbeh terials used 
box. Sent on receipt of 
be had of dealers “ar 
MEYER, Mfr.. Est. 
Send Biggs 
for 5 generous Exora Samples 
u East 12th Street, NEW YORK 


also have a lot of work to do ta be 
a garment | 
the | 


Tt has: unus er ad- 
hesive qualities and 
oely one application 

' is necessary 
Beat and pyrest _ma- 


PARLE E 3 | 


T wo Months’ Protection 
from 


AD \osciiroes 


o 


Saniflior’s gentle odor of 
fresh flowers, so delight- 
ful to humans, very 
distasteful,. to mosqui- 
toes, They give it a 
wide berth. No spray- 
ing. Santflor works 24 
hours a day. Costs only 
$1.00 postpaid. 
one week. If {i 

we claim 
;. and we will 
fund your money. 
Exceptional proposition 

for agents, 


THE MIL. L INGTON COMPANY | 


60 High St.; Boston, Mass. 


nN te re 8 ~ _ 


is 


+ ~~ ~ ee ee 


a U underwear 


t *“‘Maker-to-W earer’ 
Prices 


dainty 
ments, made of 
Crosby Nainsook 
trimmed with real ‘Irish 
edging, are. offered to 
you at maker-to-wearer 
prices. Vest or Step-in 
(as. illustrated) and 
Bloomer, $1.00 for each 
garment, Order through 
resident agents or di- 
rect from us. 


These gar- 
fine 


and 


Local Representatives 
WANTED 


Various territories are 
still open Send for eom- 
plete catalog of garments 
in Silks, Voiles, Crepes and 
children’s underwear, and 
our agents’ proposition, 


ee ee ee ee ee eee 


Crosspy UNdbeRwWEAR Company 


as 
up to each girl to give herself credit | 
This dis- |. 


'hed spent the most money! 


‘vou owe 
| $4.30 
| week), 


' family, 
| dependent incomes, 


it 


i only 


' forwarding 
All the person has to do who is in'§ 


Sent C. 


Large Drooping Hats Amateurs Can Make 


Gye 


Wo Ged) 2S 


| 


Pictured Are Not Too Difficult for the Clever Amateur to Make Herself. 


the- occasion demanded. It.was 
for what she had paid out. 
tributed the bookkeeping. 

Ht was usually found that the reck- 
offing at the end of the week was 
eagerly conducted bv the girl who 
She was 
had some- 
She would 


‘Sally, 


interested because she 
thing coming back to her. 
be heard singing out joyfully, 

me $2.76; Alice, vou owe me 
(you shopped only once this 
you owe Mildred $2.45, too.” 
Anyone belonging to a community 


may well try 
system of community house account- 
ing. It distributes the detail. It 
keeps a clear record of expenses 
supplies a safe basis for a 
budget for the following year. 

Spend, but keep track. It’s 
way. 


sane 


Forwarding Mail 


afew weeks one 
in charge of a 
busy friend, it 
eet letters for- 


If when away for 
leaves house or flat 
servant or of a very 
is often difficult to 
warded. The writer has devised the 
useful mitthod of getting a book of 
adhesive Juggage labels and of writ- 
ing on the fly leaf the dates on which 
letters are to be posted to her at 
specified places, as she moves about. 
Thus instructions might run, “April 
l> to 21, London. May 8 to 21 Bath, 
and so on. 

Then she writes the full addresses 
of the various destinations on the ad- 
hesive labels, filling out with each 
address the same number 
as there are likely to be letters for 
in that period of time. 


charge of remailing her correspond- 
ence is to tear off the slip after con- 
sulting the dates, and stick it slant- 
wise across the old address. This 
automatically effaces the previous 
writing and gives the minimum of 
trouble. The maid or friend has no 
new address to copy, no old 
scratch out. Without pen or pencil 
or paste she can forward the mail 
by by merely stic king on | the slips. 


ALL THE NEWS OF 
GARDENING 


| Written by practical gardeners who lire with | 


plants the year round. <A request will bring 


any Christian Science Monitor reader a 
Sample Copy .of Ameriva’s. ‘Only AILL-Gar- 
dening Magazine.’’ Six months’ trial, $1. 


GARDENERS’ CHRONICLE 


“86-0 Fifth Avenue, New York — 


¥ Hose THAT WEAn 
For THOSE ae CARE” 


For Men and Women 
“Ask your merchant if he haa them’’—tf he 
huan'’t please write direct to the factory 


ATTIX HOSIERY Mik LS 
KNOXVILLE, TENN 


Weis Wis 
30 for $1 


BEST QUALITY 
Satisfaction Guaranteed or Money Refunded 
Single or Double .lesh. Cap or 
Fringe. Real Human Gair 
Grey or White $1.50 Per WDozen 
AQHATS WANTBL 
O. D. tf requested. We ray Postage | 


International Commodities Company 
ws Eact t7th Nt. New Vork ratte 


ee 


— 


i on wall 
| 


Cleansing Cream 


A delightful cleansing cream that 
cleans the skin more thoroughly 
than soap and water. Indispen- 
sable to the motorist or traveller 
for removing embedded dust and 
refreshing the skin, 

In convenient tubes. Order to- 
day and we will send you a tube 
by mail for 55c, postage prepaid. 
Special offer—6 tubes for $3.00. 


LUCILLE BUHL, Ine. 
2 West 45th St. New York City 
On sale in New Yerk at 
B. ALTMAN & Co. 
FrAnxtiin Simon & Co. 


302 Fifth Avenue, New York City 


Saxs, Firrn Ave. 


made up of three or four in-| 
this | 


and | 


the | 
|at all skillful with the needle. 


of them | 


One to}- 


ACK again are the large droor- 

ing hats 
background. While the new models 
are 
chapeau of bygone days, 
just as engaging and beautiful. 


they are 


haps their greatest difference lies in 


/ touch 


which for the last few , Aen 
seasons have been held in the | Srey: 


not as decorative as the picture | 


Per- | 


the fact that their beauty is brought | 


cut. through simplicity of line and de- 


sign. 

The models illustrated in 
sketch show the latest Parisian 
fashions, which are most fascinating. 
Intriguing garden hats, with their 
wide flopping brims, are being ex- 
hibited in shops all along Fifth 
Avenue. There is nothine, however, 
in the trimming of the hats that may 
not be done by any woman 


A Lace Brim Gives Delicacy 
The hat at the center top is espe- 
lovely in black and white-— 
this color scheme being shown 
rather extensively. The frame of the 


braid or a soft 
cool and inviting. 


ciaHy 


hat is hair 
parent straw, 


coarse thread 
it. 


lace pattern, a 
being used in 


comes up a 


very 
making 


delicate appearance. 
A Pert Poke 


The poke bonnet has a felt founda- 
tion which turns severely up in the 
back and extends well over the face. 


It is Just the chapeau to lend a pert 


trans- 
The 
-brim ts entirely covered with a heavy 


The lace 
little on the crown and 
droops over a trifle on the brim, It is 
the type of. hat which gives a soft, 


'lefthand corner is made with a brim | 
the popular straws or | 
To! 


of 


| braids, 
the | 


duced 


With. the Summer Season Has Entered Again the Large Drooping Hat, Giving a Picturesque Softness to Faces and Cos- 
tumes Which Is Appealing as an Occasional Change From the Severities of the Popular Sports Clothes. 


The Hats 


to a young miss’s ensemble. 
It is most attractive in a soft sand, 
orchid or any pastel shade. To 
give it life and make it summery, 


The same pattern can also be very 
prettily made up with a two-faced 
ribbon. 

The very large hat in the lower 
of 
and the crown is felt. 
give tone to the hat, color is intro- 
in the crown. Holes are 


any 


_ punched in the felt, forming a design. 
The pattern can be applied with a 


transfer print. 
_ hat 


4 

i 
| 
i 
; 
; 

‘ 

—— i 4 


| 


who is | 


A lining is put in the 
in a contrasting shade which 


Gppliqués of Cat Felt and Kid 
| the other garden hat is ornamented | 


it | 
‘is decorated with brilliantly colored | 
raffia flowers. The raffia is twisted to | 
form loops and massed in the center. | 


‘ves a smart touch. Little tabs of 
lt with pointed ends are allowed to 
| ag down on the brim. 


Circulars | 


; 
’ 
' 
’ 
t 


th a design of cut felt. 
‘a solid color as well as leaves 
2 cut out and- either appliquéd or 
aed on the frame. Then another | 


‘or in felt is cut out, in some con- 
‘‘Ytional motif, and fastened on the 
t already attached. Parts of dis- 
(ded felt hats come in very con- 
‘Wently for such decorating. There 
'& always good pieces in even the 
(st and most torn felt hats. 

‘the same hat can also be painted 
Vh an enamel. 
'ts is to use a stencil pattern. If 
-¥ cannot buy just what you desire, 


1 


| 


ment, 
tinue a business connection even if 


The best way to do | they 


The Rewards of 
Business 


LARGE corporation in New 
Jersey has been investigat- 
dng among its own employees 


| the attitude of women toward busi- 
ness life. It employs 3700 women, in 
| return for whose work it pays wages 
' but 
many popular forms of recreation. 
The salaries of the majority range 
between $45 and 


also gives opportunities for 


$60 a week. The 
owest paid is $30, the highest $140. 
Among 8&7 women in one depart- 
said that they would con- 


°° 


75 


were financially independent of 


t. They felt also that such an expe- 


‘rience is one which every girl should 


‘tke a design you like on an oiled | have for a period before marrying 
‘Der, cut it out and use this for | ‘because at its close she is a better 


't stencil. 
. single large flower or bunches of 
‘sill flowers are also being seen on 
t edge of the brim, forming the | 
'cy trimming. The majority of these | 
| fyvers are made out of kid or a fine 
f-like material. 

lot one of the hats is at all im- | 
pBsible for the skillful amateur to. 
rke and they all have an air of dis- 
'txtion about them and are in the'| 
hght of fashion. 


Enfor cing Silence 


i 
ic 


i] 
it 


evices for the cataveiabiat 
since are little pieces of wood, cut 
wee shaped, 11-3 inches long, 1} 
in wide and \% of an inch thick at | 


manager of her home. 


It was found that almost all! the 


workers live on a budget and have a 


lear conception of what commodities 
ost. When asked the yearly income 


necessary for a young couple start- 


ng married life ir. or near New York, 
he majority mentidned amounts ap- 


' proximating $3500, although $2000 
and $10,000 both had their advocates. 


The writer frequently has observed 


that when women are asked in what 
lie the gains to character ina busi- 
ness career the answers include, as 
they did in this case, knowledge, ex- 

perience, 
of | stability, poise, but ignore a quality 
which seems to her uppermost in 
the woman of professional experi- 
_ence—sympathy in the sense of com- 
panionability. The acquisition of this 
the more imposing ends. With them, | trait. 


self-confidence, courage, 


or what may better be called 


'tias they are, one can silence the | this perception, makes a. very fine 
‘hal of the wind when it knocks On | thing of life, whethe- it is led outside 
thdoors or rattles the windows Of | or inside the home. 


hees or automobiles. Rim sqyeaks | 
ai rattling bumpers are sh med | 
‘in taciturnity. Furniture which fal- | 
‘te on uneven legs, radiators which | 
‘gmble and pound because they | 
icét find the floor on all sides, | 
sives and” implements with un-| 
y bases may be restored to well- 

+ equanimity. 
'thp canvas stretchers, 
cy their mirrors at the right tilt, 
| Pés muffle the telephone bell and | 
wen without cats shut off the en- 
‘trices and exits of mice. 

he wedges are made of a soft and 
clging wood, which, unlike the vel- | 
vepaws of a. cat, have no scratch 
imsoncealment. They do, however, 
cle to surfaces by means of a 
rgh hole which grips. This hole 
ishe patented feature of the wedge 
al is extraordinarily effective in 
ging security of lodgment. 


Artists can tighten | as 
beauties se-| women. It has been named the Miss 


Robinson Crusoe dress. It was shown 
at an exhibition of autumn models 
| by Chic Mayer in the Garment Cen- 
‘ter Capitol, New York, and excited 
‘great interest when worn by Miss 


An Ideal Dress for the 


Business Woman 


Marion Stehlik has bien what 


a number of women have accepted 


the ideal dress for business 


Frances Goodrich in the “Show-Off.” 

It is made*@ Molly-O crépe in 
black and has @-long waist line and 
box-pleated skirt. The sleeves are 
of elbow length; the collar returns . 
to the old Buster-Brown lines and ts 
fashioned of white crépe as are the 
cuffs. 


Osborn Blue 
Handle House- 
hold and Personal 
Use Brushes are 
sold only through 
Department, 
Toilet Goods and 
Hardware stores; 
never by canvas- 
gers. 


Stee anne 


‘Clothes Brush 


ROSALBA 


Cream for vant the Skin 


Also used as a base for powder. 
Very refreshing. 
60¢c a tube, postpaid. 
5727 Bertner St.. St. gee 
Sold at B. Altman & C 
John Wanamaker, New Peek. 


Mo. 


f | 


i 


‘ 


with 
Cash's 
W oven 


Mark Your 
aoe|lClUES 


Your name should be on all 
clothes and linens to prevent 
loss. Made in dainty sizes, 
fadeless colors. Very neces- 
sary in camp, school, and 
while traveling. Write for 
samples, prices and an_ inter- 
esting (story) booklet. 


J. & J. CASH. Inc. 


802 Chestnut St., So. Norwalk, Conn. 


WAFFLES and HONEY? 
Sound Good? 


make the waffles—we will 
(300d HONEY too. 
NEY, 3 1b. Can $1.10, 
6 1b. Can $2.00, 12 lb. Can $3.75. 
Sent direct to youn by mail, postpaid. 
An intercating booklet containing many 
ercellent honey recipes will be sent on 
requeat, 
He & HisFarm Honey in Glase Jars can be 
purchased in Grocery and Delicatessen 


Stores. 
HOFFMAN & HAUCK, Inc. 
1333 Ocean Ave. Ozone Park, N. Y. 


You sencb 
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NUYEN Ss 
GRENADINE 


A Supreme Sweet Flavoring 


Made and bottled In France since 1802 


The secret of many a_house- 
wife's desserts lies in the use of 
(;renadine. 


Simple, ordinary, home made 
puddings and pastries become 
as delectable as the confections 
of a French pastry cook, when 
sweetened with a little Grena- 
dine. 


Insist on NUYENS and avoid 
substitutes of flavored sugar and 
artificial coloring matter. 


At all grocers. 


Vrite for free Booklet C of recipes, 


B. B. DORF & GO., Sole Agents 
247 Park Ave., New York 
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|| New Reduced Price 


$160 


| Slightly higher 


in the 
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% 
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is Osborn Clothes Brush 


Serves You As 


No Other Can 


Osborn Blue Handle Household Brushes 


are becoming 


a housekeeping necessity, 


because they are made to serve. 


They serve so well that hundreds and 
thousands of women buy no brashes but 


Osborn. 


One woman tells another how much better 
Osborn Household Brushes are, and so the 
circle grows and grows. 


The extra cleaning efficiency of this Osborn 


Clothes Brush 


is due to the quality gradu- 


ated bristles—short and stiff near the handle 
to remove spots, and longer and softer at 


the end to gather lint and dust. 


just right to fit 


It is also made 
furniture. 


It is curved 
the lines of garments. 


for tapestry and upholstered 


Like all Osborn Brushes, it comes to you 
clean and fresh in the Osborn dust-proof 


container. 


Buy it alone, or as one of the three famous 


Osborn Good Housekeeping Assort- 


ments which are so much in demand. 


Look for the. Blue Hand/e—it is the sure 
sign of better brushes. 


Osborn Blue 


Handle Brushes are sold anly 


through reliable merchants every where—never by 


house 


to house canvassers. Write for Booklet 


illustrating and describing the complete line. 


$s The Osborn 


Manufacturing Company 


Cleveland, Ohio 


If you experience any difficulty h securing Osborn Brushes from your department store, your drug 
store, or your hardware — we will be very glad to have you send your order direct to us. 
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This We Know to Be True 


Your Money Buys More 
When You Buy at the Store 


THE 


OSBORN 


MANUFACTURING 


a 


THE CHRISTIAN SCIENCE MONITOR, BOSTON, TUESDAY, JUNE 16, 


THE HOME FORUM 


The Two American Critical Fable 


N THE “Augustan Age” of our/Of what virtue there is in se 
: cisatlantic literature there once | self-denial). 
ters who | 
spc —_— . so ine | So, one after another the wr 
, oder is Se , 
was also professor of mo 7 ene te eed 
guages at Harvard, first editor of 
-the Atlantic Monthly, Minister to 
the Court of St. James's, poet, and 
critic. In the latter réle, however 
much our contemporary intelligent- 
zia profess to pass him by, he still 
stands first among those who have | 
practiced the art in this new world. | 
Across the water, at least, there 18/1... is Hawthorne, with genit 
- no doubt about the enduring quality | shrinking and-rare 
of “My Study Windows” and “Among phat you hardly at first seq 
My Books,” and in our own country | strengt’s that is there: 
there are still some who do not ask, | He’s a John Bunyan Fouqué, a [ri 
“Who now reads Lowell?” Yet one tan Tieck. 
cannot but wonder how many in 
our generation allow themselves the 
experience of being diverted by that 
other earlier work which brought 
him into wide prominence; which 
made no pretense of being formal in- 
terpretation of a writer, a type or 
a tendency, but which applied in a 
highly original fashion one of ihe 
most ancient forms of. critical ap- 
preciation or (depreciation), the 
“essay” in verse. I refer, of course, 
to “A Fable for Critics,” as he chose 
to call his American. version of 
Byron's “English Bards and Scotch 
Reviewers,’ Hudibrastic in its 
openly whimsical rhymed couplets, 
and setting forth with shrewd bad- 
inage the nature of his fellow-Amer- 
ican authors—including himself. 
Some eighteen of his contempora- 
ries, most of them permanent lumi- 
naries of greater or les: magnitude 
in the American literary firmament, | 
Lowell sketches rapidly’ in free- 
swinging lines. Here is Emerson who 


| There 


is Whittier, whose swe 

and vehement heart 

Strains the straight-breasted dr 
the Quaker apart.... 

All honor and praise to the r§t- 
hearted bard 

Who was true to the Voice whe 

service was hard. 


There 


t 


Cooper, Margaret Fuller, Poe 
others now less well rememfed 
each received due characterizan, 


so beloved—Longfellow. 


Had Theocritus written in En 
not Greek, 

I believe that his exquisite | 
would scarce change a li 

In that rare, tender, virgin-like 
toral Evangeline. 

That's not ancient nor moder 
place is apart 

Where time has no sway, il 

realm of pure Art, 

‘Tis a shrine of retreat from E 
hubbub and sirife 

As quiet and chaste as the a 
own life. 


Toward the end he ie 


place for himself. 

is Lowell, who's sti 

Parnassus to climb 

| With a whole bale of isms 
together with rhyme, 

He might get on alone, spite 
bles and boulders, 

But he can't with that bundle 

| on his shoulders, 

the The top of the hill he will ne’erbme 

| nigh reaching 

~=~Tiiil he learns the distinction 

| Singing and preaching; 


comes first, whose rich 
words, every one 
Are like gold nails in temples to— 
hang rich trophies on 
Greek head on right 
shoulders, whose range 
Olympus for one = pole, 
t‘other the Exchange: 
A Plotinus-Montaigne, where 
Egyptian’s gold mist 
And the Gascon’s shrewd wit cheek- 


A Yankee. m- 


has 


Has for 


ixt 


but none so sympathetic as his fgnd 


| Of watersheds seeking their oceans, 
the miracle 
| Of creeping continuance? 


_ More learned and earnest is this 
“Fable” of our own day, more con- 
troversial, more militant, thoroughly 
expressive of that positive, crusad- 
ing personality which produced it. 
| But comparisons of the two are 
perhaps ungracious. When we con- 
| sider the range of reading, the 
mastery of work of those many con- 
_ temporary writers,—o* the nineteenth 
century and of the twentieth,—the 
critical power, and the faculty of 
maintaining such ready and often 
-brilliant expression of that most 
difficult art, the fair judgment of 
contemporaries, we must accord 
both peems an honored place apart 
by themselves. For they are really 


sui generis and I cannot but believe 


that they constitute at least part of 

the answer to the question, Have 

we an original American criticism? 
P. KK, 


On Translating Greek Poetry 


It is easy enough to .eprocuce in 
English the rhythms of Heine or 
Goethe, but impossible to reproduce 
a Homeric hexameter. We have 


largely lost the sense of quantity. 
Our stress accent is very strong. 
Our individual words are short and 
abrupt, our vowel sounds thin anJ 
unsonorous. Our. ears are unaccus- 
tomed to those long, rolling and in- 
tensely clear rhythms in whic every 
syllable has an exact value and 
the laws are never broken. So the 
thing cannot be done. 

What conclusions can we draw 
from these facts? “That verse trans- 
lation is impossible’? No; far less 
and far more than that. Perfect 
translation of pny kind is impos- 
sible. ... There is nv need to labor 
the point, but it is quite obvious that 
a poem cannot be exactly reproduced 
either in sound or meaning in an- 
‘other language. But neither can it in 


its own: it is never the same in two 
recitations. The phonetici ns have 
long since taught us that no two pea- 
ple pronounce a word exactly the 
same, no one person pronounces 2 
word the same twice over. And the 
best actor or speaker of verse never 
exactly understands or reproduces 
the author's meaning. 

Yet people write and talk to each 
other, act on what they are told, and 
even translate. They never do it 
quite right, but they often do it-very 
well, or even beautifully. There is, 
and must be, always present an ele- 
ment of misrepresentation and mis- 
understanding. That is part of our 
universal human heritage. 

The first moral of this is to avoid 
carefully all those theories of trans- 
lation which imply that there is a 
correct method, to follow which will 
lead to a correct result. There is no 
‘such thing. There are at best a few 
‘useful hints and warnings. 


men are under a dangerous tempta- 
tion to trust to some... method 
which, if strictly followed, will pro- 


duce the right result without any 
call on those disturbing and distress- 
ing instruments, the writer's own 
divination and reason and sensbili- 
ties. This delusion is one of the 
curses of scholarship. The daunting 
fact is that, in any literary work 
of high quality, you can get nowhere 
unless you use all your powers for 
what they are ‘vorth and take your 
risks as ‘hey come. 

Stevenson .somewhere compares 
the art of a prose-writer to that of a 
conjurer throwing up a number of 
balls and catching them. He has to 
keep doing so many things at the 
same time. I should say something 
similar with regard to ‘ranslation of 


poetry.—Gilbert Murray, in The Na- 
tion and the Atheneum. 


h, 


; 


In all sorts of literary work learned 


' 
| 


| 


; 


| 
| 


i 
i 


it at first appears to be. It is, how- 


; 


i 


health, plenty, agreeable environment, 


What Is Happiness? . 


Written for The Christian Science Monitor 


world is stimulated by a more 

or less definite hope that some 
measure of happiness tor oneself or 
for others will result from the en- 
deavor which is being put forth. The 
notions of what constitutes happi- 
ness, however, are as various as are 
the tastes of mortals desiring satis- 
faction. The concepts agree only in 
the definition that happiness must 
be a state of contentment embracing 


Prone the effort of the whole 


and congenial associations. This gen- 
eral outline of what mortal sense de- 
mands reveals the unstable founda- 
tion of the material concept; for who 
bas been able to possess all of these 
elements and to maintain them upon 
a material basis with any degree of 
certainty? 

The almost universal failure to 
achieve happiness, as mortals con- 
ceive it, may not be so regrettable as 


ever, right to be happy. Everyone 
should be so. AW are justified in 
making happiness the goal of en- 


deavor: and this state surely must 


experience happiness. All the possi- 
bilities of infinite spiritual good are 
opened before one who endeavors 
to know God aright and to think 
and act as if really conscious of the 
very companionship of divine Mind; 
for, as the,Psalmist declared of God, | 
“In thy presence is fulness of joy: 
at thy right hand there are pleasures 
for evermore.” 


Some may fear that what seems 80 


radical a turning away from familiar 
human concepts in order to find the 
true idea of all happiness in divine 


Mind, would have the effect of plung- 
ing one into a stern isolation; but 


‘this is not se. Christian Science makea 
no such demands. Any attempt, how- 
ever, to spiritualize thought from a 


selfish motive would be as futile and 


as mistaken as is the worship of 


material things, because it would 
still be attributing some reality to 
materiality. Christian Science teaches 
one, rather, how to bring to his en- 
vironment and to his associations all 
the light and beauty and loveliness 
of the true concept of being as wholly 
spiritual. As one learns thus to har- 


‘include permanent health, abundance, monize his thought with God, one 
, beauty, and satisfying companionship.! knows that divine Love and Love's. 
| What is wrong, what is futile, is the! reflection can never be absent from 

hoping and the striving from a false | spiritual experience for one moment; 
basis, the fruitless expectation, the! for at this holy, unchanging spiritual 
inevitable disappointment, or, in case! source is to be found all the love and 


} 


‘instability of all things material; and| she says 


of temporary gratification of mortal 
desires, the frequently accompanying 
lack or cessation of true progress. 
For these reasons disappointment 
oftentimes wakens thought to see the 


to see that one has been mistaken 


may be the first right step toward 


' 


' 


achieving the end of true desire. To 
learn that a material sense of happi- 
ness is faise now, and always has 
been false, may serve to turn thought 
toward the source of permanent bliss. 
Mrs. Eddy points out the basic fault 
in all mortal concepts, when she says 
in “Science and Health with Key to 
the Scriptures” (pp. 171, 172), “The 


abundance of good that is essential 
to abounding permanent happiness. 
Viewing happiness thus from the 
standpoint of spiritual reality, one 
learns what Mrs. Eddy means when 
in her Message to The 
Mother Church for 1902 (p. 17), “Hap- 
riness consists in being and in doing 
good; only what God gives, and what 
we give ourselves and others through 
His tenure, confers happiness: con- 
scious worth satisfies the hungry 
heart, and nothing else can.” 

Who, then, are happy? All who 
understand that happiness, just as 
holiness, comes from God and is con- 
sciously experienced in thought which 


by-jowl coéxist. 
abides in divine Love. When this point 
of acknowledgment is reached, ons 
knows that material conditions can 
neither create nor mar happiness, be- 
cause it is dependent only upon the 
understanding and realization of what 
already exists in ever present, un- — 
changing spiritual reality. As this 
realization is attained, whatever is 
wrong or discordant in experience 
disappears; for even human condi- 
tions, when governed by this truer 
thinking, conform more nearly to 
beginning is indicated in the passage | divine harmony. Mrs. Eddy sets forth 
found in Proverbs: “Happy is the! this truth when she says (ibid., p. 17), 
man that findeth wisdom, and the man |“ When mortals learn to love aright: 
‘that getteth understanding ...She is| when they learn that man’s highest 
_a tree of life to them that lay hold} happiness, that which has most of 
| upon her: and happy is every one that | heayen in it, is in blessing others, and 
'_retaineth her.” All, then, who gain a/ self-immolation—they will obey both 
‘true understanding of God and of man | the old and the new commandment, 
in his likeness, and endeavor to bring | and receive the reward of obedience.” 
this truth of infinite divine Love into 
practice in daily living, will surely | 


fundamental error lies in the suppo- 
sition that man is a material out- 
'growth and that the cognizance of 
good or evil, which he has through 
_the bodily senses, constitutes his hap- 
_piness or misery.” 

To find the right starting-point, 
then, and to persevere in the true, 
spiritual mode of thinking, whatever 
one’s mortal experience may seem to 
hold of sorrow, is to become certain 
of gaining and of being able to main- 
tain permanent happiness. The true 


His lyre has some chords that juld | 

| ring pretty well, 

But he'd rather by half make arum 
of the shell, 


Then, 


There is Bryant, as quiet, as cool, | 
As a smooth, silent iceberg, that Methusalem, bes : ; eens re a 
never is ignified, At the head of a march to thjlast pects e | ; Daca is on en." agree : 
‘Save by reflection 't is kindled o’ new Jerusalem. gp bai nnge STR Oe oe : ie a 
nights : | ) 
With a semblance of flame by the Was ever such a gallery of amor’s 
chill Northern Lights. pictures erected with so jus and 


kindly and humorous a_ ich? 


inatory parallels between him and Never before, I believe, and jever 
Thomson and Cowper, he gives Since—until three years ‘4 dis- 


till he's o| as 


After drawing some fine discrim- 


Bryant just praise: tinguished member of the san dis- 
. tinguished family, h 

He is-almost the one of your poets | Scthbeanet {A erself onejf the 

that knows | merican poets an 


How much grace, strength, and dig- of our time, without warnig and 
nity lie in Repose: /anonymously produced “A Gitical 

-If he sometimes faljs short, he is Fable” on precisely the samemoie? | 

. too wise to mar brought up to date. 

His thought’s modest fulness by Acknowledging her indebtiness 
going too far; : and inspiration even in her sig§larly 

(Twould be well if your authors’ rhymed preface printed as proe, she 

should all make a tria] presents to us in three thousan lines | 
no less than twenty-one portrits of 

THE 


| present-day poets. 
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Corfe Castle. From an Etching by Hester Frood 


Vad ar lycka? 


ORFE CASTLE is one of the. 
most famous ruins in England, | 


and its thrilling story is one of | 
he great romances in_ history. Oversdtining av den A denna sida pa engelska férekommande uppsatsen 1 
| Kristlig Vetenskap 


| 
A slender stem of green has reared |Under the direction its famous! | ) 
EN drivande kraften’ { hela|har funnit -visheten, den manniska d¢t som redan existerar | den all- | 


of 
ene’ | | its head far up on the side of the | chatelaine, the intrepid Lady Bankes, | : Beto | 
| fhere’s Frost with his bluberry | Rockies, and lo, from its closed) withstood two sieges, in 1643 and| mansklighetens stravan ar an- | Som undfar férstand. ... Ett livets Darvarande, oforanderliga andliga | 
pastures and hills. .. . sheath has opened a flower of soft- ‘trid ar hon fér dem som fA henne|Verkligheten. Nar denna 6vertygelse | 

ifatt, och salla m& de prisas, som 


1646. This was of course greatly) tagligen en mer eller mindre 4 , 
, ‘Sivas S bAlla henne kvar.” Alla som vinna |0Ch disharmoniska fran ens enfaren- 


ing breeze, it tells its story to every | 


-Colorado’s Flower 


(Aquilegia Cerulea) 


another column will be found a trans- 
ation of this article into Sw ] 


{In 
l 


— 


“T 


| 
| 
| 
| 
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Communications regarding the con- | | 
duct of this newspaper, articles and | | 
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With a stray wisp of moonli 
touching his face. 


Bt J 


Of E. A. Robinsor 


hollow 
Between the four winds and 
ually swallow 


forward motion. 


Carl Sandburg 


has sigtt, 
Of a loveliness no man 
a might, 
A great flowing power of w 
express 
geness and littleness. 


dds 
Its hu 


But, 


ust | 


| She thiks it 
“odd” for him “to scamp” 


| Experience and contact, to Ji¥ in a 
erpet- 


Phe back draughts of air from| swift 


has se@, and 


to 


It may weary his readers tosee a 
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true poet 

Who apparently has not the iistinct 
to know it, 

o burdens his beauty wif wild 
propaganda. 


| And 8 
| In the midst of the roll-callpf liv- 
tion of herself. 


Conceive if 
storm 


you can an eletrical 


the norm. . 


| a heart 

Hid away in her poems for th} seek- 
ing; impassioned, 

| Beneath silvery surfaces curningly 
fashioned 

To baffle coarse pryings, it waits 

| for the touch 

| Of a man who takes surfaces only 

as such. 


With a hand more prodiga! than 
her more decorous predecessor she 
_then proceeds to demonstraie the 


‘(very qualities which she has. por-| of our stamens safe for the bee to | 
trayed in herself, .as she launches drink of our honey hid’ deep within. | 
gay, brilliant| She can carry our riches to other 
T. columbines, and help infant colum- 
ed in detai! with _bines. to. spring up from the earth; 
at;and another year they will rejoice 


| Sally after sally of 
appraisal of her contemporaries. 
S. Eliot is contrast 
(Ezra Pound, in lines which be 
with inexorable alternation: Vachel 


'|Lindsey, the Untermeyers, Sara Teas- 
‘dale and Edna St. Vincent Millay, 
and all that we should expect to 


find are here. The work is an ex- 
uberant jeu d’esprit, but it is far 
more. She cannot or does not choose 
to sustain the tone of sly thrust and 
badinage, but plunges often into pro- 
found analysis of the types of poetry 
variously represented by the sev- 
eral exponeats. Where for example 
in verse criticism can we find such 
terpretation of 
realized aim: 


Sandburg’s half- 


This turgescent coi! 


heave of hills, 


the huge spills 


imaginative conceptions as this in- | 


ear that will listen. 

This is what one heard: 

From among the dark rocks where 
men have dug for gold; where the 
Indian has trod seeking food with 
his bow and arrow for his family; 
where Indian youth and maid have 
been taught the silent ways of na- 
ture’'s plan; taught to know 
the early spring flowers grow only 
on one side of the rock; why the bark 
is not the same color on both sides of 
a tree trunk: and how to be still 
enough to catch the little speckled 
trout—I have come. 


Though the Indian, the bear, the | 
deer, and the antelope are not be- 


side me, I still come to you, and 
would whisper of the benignant im- 


pulses which have brought me from | 


sky, and air, and earth, and made me 
your own state emblem. 

The Indian paint brush grows near 
me from palest pink to deepest ver- 
milion. Farther up the mountain side 
is the rare fringed gentian, and near 
by is a Mariposa lily; with its cousin 
the Yucca, 


has dug for centuries, to use as soap. 


I love best to keep near the gentle | 


F _wild rose. 
|Ing poets, men and women, sit con- 


_jures up a full-length characeriza-| 


me, long, long ago someone studied 


‘me closely, and caught one of my 


Of a swiftness and fury surpassing . 


kin 
home knows no roof but heaven's. 


secrets, which was that | 
watched the eagle so carefully that 
my tender petals became incurved 
like his beak. That is why 


his, Aquilegia. Doesn’t that make me 
to the freest bird; one whose 


own dome? 

Again as they studied me in the 
long ago, they saw that my sepals 
spread out like wings on each side. 
There came my last name, columbaor, 
columbine—making me a rightful 


heir of innocence. I have cousins all 


j 
| 


over the world, but nowhere but in| 
these dear Rockies is our dress as | 
blue as constancy, and as white as | 


purity, blending and holding the gold 


that they can look up to the blue sky, 
and down to the pure stream dashed 
into white against the stones, and are 
free to take the vellow gold at their 
roots to paint thei~ stamens, and all 
together to be just Colorado’s own 
flower. 

You know that the dove lifts its 
head, as if in grateful prayer, every 
time it swallows a drop of water. 
So I like to be called columbine best 
that I may keep gratitude first, be- 
cause my home is here, where the 


purest air is all around me, where | 


the stars reach their bright light 
down over me, where in winter the 


| 


f 


: 


whitest snow is about my feet, where 


yonder mountain peak glistens and 


Is the crawling of glaciers, the up-| sparkles. They seem so close to the 


very heavens as it might be a lad- 


The process of making and change, der for the angels to ascend and de- 


svend to us as to Jacob of old. 


why) 


whose root the Indian | 


had | 


| stances have completely reversed. 


| It is built on the summit of a small 


hill in-the Purbeck Island in Dorset- | 


shire, with other and higher hills 
| surrounding it. 
In the etching Miss Hester Frood 


the line process, and has managed 
to retain something of the medieval 
_atmosphere, and it is perhaps only 
on a second look at the picture thaf 
one at all realizes that it represents 
a ruin. 


re ae ern ee 


Artists at Hampstead 


Gaineborough lived and painted 
in Hampstead for severai years, and 
Constable spent nearly the whole of 
the last sixteen years there. 
' Nowhere had he a better opportunity 


for those studies of clouds and skies | 


‘to which he applied himself most 
_assiduously an. considered of para- 
mount importance to his great life- 
work—the painting of English land- 
scapes. His work improved with 


'greatest masterpieces were produced 
during the sixteen rears spent in 
Hempstead. There, too, as well as in 
Highgate, George Morland found the 
'neightourhood rich in those agri- 


with ba:ns and farmyards and way- 
side tawerns, which he painted with 
such incomparable facility and fidel- 
ity. Mr. Barratt reminds us in his jn- 
teresting Annals of Hampstead that 
Copley Fielding lived for some time 
in the house—Capo di Monte—that 
had been occupied years béfore by 
Mrs. Siddons. . 

We may trace the influence of its 
scenery in not a little of Copley 
Fielding’s work; and at Hampstead 
also worked De Wint...as well as 
Miiller, Linnell, Clarkson Stanfield, 
‘and others. But although Turner 
was familiar with Hampstead, com- 
petent authorities seem satisfied that 
the only work by his master-hand 
to be definitely traced to that region 
is in his sketch fron: Hampstead of 
Highgate Church. It is strange that 
this should be the czse. Apart from 
the splendid view westward and 
north-westwa)c from the Heath, and 
ite magnificent sunsets with Harrow 
Hill in the middle distance, one 
would have expected that the won- 
derful panorama of the great city 
itself, as seen from thc crest of 
Parliament Hill Fields, would have 
specially appealed to him. and even 
more the less extensive, but not less 
suggestive, glimpses of this great 
centre of civilisation that may be 
seen from the Spaniards Road, with 
'St. Paul’s and Westminster looming 
dimly through the migty landscape. 
Who that ever held a brush could 
have done equal justice to the maj- 
esty and mystery of that prospect? 
—Sir Arthur Crosfield, in “Reminis- 
cences of Kenwood and che Northern 
| Heights.” 


'a situation which time and. circum- | 


confines herself in this instance to, 


If you want to know more about | 2dvancing years, and many of the) 


they. cultural scenes of the countryside, | 


| spelled my first name something like | 
| Despite her traducers, there’shlways| ; 


moOdanden skola bringa nAgot mA&tt 
ay lycka fér en sjalv eller fér andra. 
|Asikterna om vad som utgoér lycka 
emellertid lika varierande som 
smakriktningarna hos de ddodliga 
Vilka Gnska vinna tillfredsstallelse. 
Endast s& tillvida Overensstamma 
(uppfattningarna, att de definiera 
Iyckan sAsom varande ett tillstand 
av belAtenhet, omfattande 
rékliga tillgAngar, behaglig omgiv- 
ning och angendma  forbindelser. 
_Darmed angives i allmanna drag den 
dodliga fornimmelsens krav, vari- 
genom de =*materiella begreppens 
vacklande grund uppenbaras. Vem 
har val 
och kunnat med n&gon som helst 
sakerhet bibehalla dem pA en ma- 
teriell grundval? 

Att man sA allmant misslyckas 1 
att uppna lyckan, sAdan dodliga 
tinka sig den, 4r mAhanda icke s& 
‘beklangansvart som det férst tyckes 
vara, och likval har man ratt att 
vara lycklig. Var och en borde vara 
det. Alla aro berattigade att taga 
lyckan som mAl for sin stravan, och 
‘detta tillstand av lIycka mA&ste helt 
vVisst omfatta varaktig halsa, rikliga 
tillgangar, skonhet och tillfreds- 
stallande sallskap. Vad som 4r oratt 
‘och till rakt ingen nytta ar den fér- 
hoppning och stravan som utg&r fran 
en falsk grundval; en fruktlés foér- 
vantan: oundvikliga missrakningar— 
eller ock -den brist pA eller upp- 
hérande av sant fram&atskridande 
som ar en oftast forekommande fdljd 
av ett kortvarigt tillfredsstallande 
av de jordiska begaren. 

Av dessa orsaker vackes tanken 
ofta genom svikna foérhoppningar 
till att inse alla de materiella tingens 
Obestandighet. Att komma till insikt 
om att man misstagit sig kan vara 
det forsta ratta steget for att n& en 
redlig 6nskans syftemAl. 
‘heten att en materiell uppfattning av 
‘lycka ar falsk nu, 
-varit falsk, kan bidraga til! att rikta 
‘tanken pA k@llan till bestandig sall- 
het. Mrs. Eddy pApekar grundfelet 
i alla materiella uppfattningar, nar 
‘hon sager i “Science and Health 


aro 


171, 172): “Den fundamentala vill- 
farelsen bestAr i det antagandet, att 
manniskan ar en materiell produkt 


lycka eller olycka.” 

Att finna den ratta utgangspunkten 
‘och att framharda i sant andligt 
‘'tinkande,,aven om sorg tyckes inga 
| vAr dédliga erfarenhet. Ar darfér att 
ibliva févissade om att vi kunna vinna 
‘och allt framgent fA Aga lyckan. En 
iréitt bérjan angives i fdljande bibel- 
‘staélle, som Aterfinnes | Ordspr&ks- 


| boken: “Sali dr den manniska som 


halsa, 


agt alla dessa betingelser | 


en sann forst&else av Gud och av 
manniskan som ar Honom lik och 
som strava efter att i det dagliga 
livet praktisera denna den ofdndliga, 
gudomliga Karlekens sanning skola 
darfor helt visst erfara lycka. Det 
oandliga, andliga godas alla mdjlig- 
heter stA till buds fér den som 
stravar att lara kanna Gud ratt och 
/att tanka och handla som om han 
| verkligen vore medveten om det 
‘sudomliga Sinnets narvaro. Psalmis-|%ialvfornekelse, d& skola ee 
jten forkunnar om Gud: “Du _ skall 
‘kungora mig livets vag: infér ditt 
‘ansikte ar gladje till fyllest, ljuv- 
‘lighet 1 din hégra hand evinner- | 
ligen.” | 
: Det som tyckes vara ett sA radikalt. 
_bortvandande fran vagliga manskliga 
uppfattningar for att finna det sanna 
begreppet om all lycka i det gudom- 
liga Sinnet torde ingiva somliga 


‘Aven de mer i 


‘pA riatta sattet; nar de 


och erhAlla lydnadens beloning.” 


ee 


Colorado Columbine 


Written for The Chrtstion 
In shady dells, on invisible stems 
The columbine poises its diadems, 
Reflecting in cerulean hue 
The arching, ever-constant blue. 


forhAllanden | CENTURY 


styras av detta ratta tankande, bliva 
éverensstammelse 
med den gudomliga harmonien. Mrs. | 
|Eddy framstaller denna sanning. da | 
‘hon sager (i ovannamnda bok, sid. 
17): “Nar de dédliga lara att alska_ 
lara att) 
ranniskans hégsta lycka—den lycka | 
‘som i sig inrymmer mest av himlen | 
\—bestar i att valsigna andra och 1) 
| lyda 
‘bade det gamla och det nya budet | 


Science Monitor | 


Erfaren-. 


och alitid har 


det skanker lycka: det virde ma 
och att férnimmelsen av det goda/ir medveten om tillfredsstaller det 
eller det onda, som hon erfar genom ‘hungrande hjartat, och intet annat 
de kroppsliga sinnena, utgér hennes|kan géra,’detta.” 


manniskor fruk 


‘genom skola bl 
avskildhet, 
landet. 


‘kelsegrunder férandliga _ tanken 


tan for att de diari-| 
iva forsatta i string | 
men s& ar icke férhal-. 
| Den Kristliga Vetenskapen 
uppstaller icke nAgra dylika kravy. 
Varie f6rs6ék att av sjalviska beve- 


| 


skulle vara lika gagnlést och felak- | 
tigt som att dyrka materiella ting, | 
ty det vore alltjamt att tillskriva det | 


‘materiella en. viss verklighet. Den 


|Kristliga Vetenskapen lar -oss fast- 


hellre hur vi skola brin 
omgivning och vara férehavanden 
allt det ljus, den skénhet och det 
behag som tillhéra den sanna upp- 
\fattningen av varat, som ir helt och 


/hAllet andligt.. DA man lar att pa 


detta satt lata sin tanke harmoniera 
imed Gud, vet man att den gudom- 
liga Karleken och Karlekens A&ter- 
‘spegling aldrig fér ett 
kunna vara fjarran frAan den andliga 
erfarenheten. I denna heliga, ofér- 
‘anderlizga andliga kalla finnes nim- 
ligen all den karlek och det rikliga 
g0Oda som ar en nédvandighet fér 
Overflddande och varaktig lycka. 


jandliga verklighetens standpunkt lar 
‘man forstA vad Mrs. Eddy menar, 
da hon i “Message to The Mother 
‘Church for 1902” (sid. 17) sager: 
\“Lyckan bestaér { att vara god och 


with Key to the Scriptures” (sid. \att gira det. goda: endast vad Gud 


giver och vad vi giva oss sjalva och 
andra som en férlaning fran Honom 


J 


| Vilka dro d& lyckliga? 
‘som férstA att lycka, likaval som 
helighet, kommer fran Gud och med- 
vetet erfares i den tanke som dviljes 
i den gudomliga Karleken. Nar man 
kommit till att erkanna detta. d& 
vet man att materiella tillstand 
varken kunna skapa eller férdirva 
lyckan, ty den beror endast pA en 


Nar man betraktar lyckan fran den| 


| 
| 


} 
; 


’ 


Ogonblick | 


; 
; 
‘ 


} 


Is it not bluebird of the flowers? 
Then must it herald happy hours. 


Heloise M. B. Hawkins. 


Heart of the Year 


Woodland borders are fringed with | 
pink wild roses and bracken fern has | 
heart shaped branches as it bends | 
fully in mossy g.ens near laugh- 
Gold and black honey | 
bees are buried deep in the heart of | 
ga in i var| forest and meadow flowers, and tiny 
like dangling emerald . 
hearts pendant from quivering trees. | 
Along the green and brown bridle | 


grace 
ing brooks. 


leaves are 


path where a dapplec horse with 
radiant rider walks tranquilly with 


measured rhythmic tread there is the | 


full fragrance of June, and earthy, 


airy scents rise from the bushes that | 


line the path. 


For June is the month of hearts | 
and flowers. Each tiny leaflet of the | 


woods resembles a heart at this time. 
There is great wealth of loom, of 


blend and harmony of colors on green | 
landscapes, arches of blue and white | 
| sky. above the tree tops, and there is_ 
ithe ring of laughter in the woodlands | 
through an all pervading fragrance. | 
Mother Earth is bountiful and is‘! 
wearing a beaming golden smile for | 
al' her daughters, <s she beacons to | 


ail in the pale cities. 


The rose holds sway in woods and | 
garden. Queen of flowers, it reigns | 
with a purity and dignity over all the 


plants and gay blooms that scent the 
air and bring joy to the eye. Regally 
she provides a delightful festival for 
robin, bluebird, and bee in the heart 
of the woodland. 

A merrier bum stirs the air as the 
bucecaneering bee sails like a pirate 
in a black ship from flower to flower 
to! pilfer his golden honey and stow 
it in his honey hags, and the notes of 
the robin in the cool morning air 
are full throated end crystal clear 
these mid-June days. All the world 
is out of doors, and soft skies and air 
pour forth their warmth lavishly, to 
let everyone know it is the heart of | 


forstdelse av och en dvertygelse om | the year. 


| 
EDITION 


OP 


SCIENCE 
and HEALTH 


with 
KEY TO THE 
SCRIPTURES 


MARY BAKER EDDY 


' 


r 


In order to mark in a 
simple and appropriate man- 
ner the completion of a half 
century since “Science and 
Health’ was first published, 
the Trustees under the Will 
of Mary Baker Eddy have 
authorized the publication of 
a Half-Century Edition of 
the pocket-size textbook. 
This edition has a title-page 

rinted in two colors, and is 

ound in maroon morocco, 
limp, round corners, gilt 
edges, uniform in size with 
the regular pocket edition, 
The Half-Century Edition of 
the textbook will be issued 
in place of the black morocco 
pocket edition for the re- 
mainder of the year 1925. 


The price of this. special 
pocket edition will be the 
same as that of the regular 
pocket edition—namely, one 
copy, $5.00, twelve or more 
to one address, each $4.75, 


Orders and remittances 
therefor should be sent to 


HARRY I. HUNT 
Publishers’ Agent 
107 Falmouth Street 
Back Bay Station 
Bostoa, Massachusetts 


THE CHRISTIAN SCIENCE 


MONITOR, BOSTON, 


TUESDAY, 


JUNE 16, 1920 


Theatrical News of 


the 


World 


@- 
| eal 


A Metropolitan Theater in a 


oh id- W estern 


. | 
American Town 


ENTION of a small town need | 
not conjure up pictures of | 


family hotels and decrepit en- 
tertainment halls. Baraboo, Wis., 
with a population of 6324 (1920 cen- 
sus) is a scenic town with a touch 
of urban sophistication. It,is the sort 
of place where residents represent 
fine American families and one ex- 
pects to find culture. Even so, no 
one enters its Al Ringling Memorial 
Theater without feeling a thrill of 
surprise. Visitors wonder how it 


happens that an } 
theater of richness and artistry, 


plavhouse. There is a story 

its occurrence, of course. 
Rarahoo is surrounded hy wooded 

al a lakes and.rocky hills that re- 


ind Swiss residents-of their native | 
The five Ringling brothers | delighted 
they | 
'of May, 


their circus had hecome the greatest | Faversham appeared in 


cates, 
loved the 
continued to 


well that 


place 80 
long after 


live there 


in the world. Ten years ago, Al 
Ringline decided that his home town 
should have a first-class playhouse. 
The architects, C. W. and George 
L. Rapp, used as ‘their model the 
historic Opera Hall of the Paiace of 
Versailles near Paris 
built during the years 1753-1770 by 
order of Louis XV. The Baraboo Me- 


morial Theater has been carried out | 
in smaller size and similar art! iatic | 


detail. It has a seating capacit® of 


Sol. 


The circular entrance lobby has | 


side walls of ivory toned travertine 
marble extending up to freize carved 
in high relief, a copy of Della Rob- 
bia’s choir boy panel in the ¢ 


Florence. 

The elliptical auditorium is fermed 
by great carved and gilded Corin- 
thian columns supporting a dome- 
like ceiling decorated with early 
French paintings. At half the height 
of the columns, a series of gold .trim- 
and deep crimson upholstered 
boxes extend around the ellipse in 
mezzanine fashion. The low boxes 
impart the charm of French opera, 


al o 
raul e, 


med 


reminiscent of the dignity and pomp | 


of the sixteenth century. 

The velvet-draped. doorways be- 
tween columns add color accents to 
the auditorium. These doorways, 
augmented by eight exits, 
sible the emptying of the theater in 
three minutes. A many-tapered chan- 


delier in the center of the dome car- | 


ries out further the idea of sixteenth- | 
century luxury represented in bril-. 
liant scenes lit with many candles. | 
Shaded lamps, 
along the wall, and lanterns hanging | 
over boxes cast a soft glow on the | 


carvings and murals. 


The foyers surrounding the colon-| 


isolated town has a| 
such | 

, ' ent 
as one seldom sees in a metropolitan | ment, 
back of | 7 ) 


| been given in this theater agince last | 
; August in 
i'tions as 


present local and rural children are | 


The hall was |; %¢ | 
sion to earn money for a county fair | 


' theater is not 


‘ling brothers have been public-spir- | 


Cathedral |itcd in giving country and small town | 


at Florence which is now preserved | 
in the Museum of Santa Maria del 


make pos-' 


serving as plaques‘ 


nade have side walls paneled in silk. 
damasks and brocades and enhanced | 
with carefully selected fapiaiiaeie. | 
Divans, interspersed with console, 
tables, bronze standard torches, and | 
wall hangings contrast effectively | 
with the more severe treatment of 
the auditorium proper 

John and Charles Ringling now | 
manage the theater. Their local rep- | 
resentative, C.-L. Roser, regularly. 
runs well selected moving-picture | 
attractions which country and small | 
town residents come many miles to} 
see. Baraboo is the theatrical center | 
for country people who drive in 
regularly for.an evening's entertain- | 
especially when Mrs. Fiske, | 
Barrymore, or some other! 


Lionel 


star appears in a special attraction. | 
Players who generally appear only'/| 
in large city theaters are doubtless | 
with this unusual Main) 
auditorium. In the first week | 
Margaret Anglin and William | 
“Foot Loose.” | 
benefit performances have | 


Street. 


Eleven 

| ee 
behalf of such organiza- | ees 
the American Legion and the | . 
Army of the Republic. At! 


A 
re 
oe os ee & 
. se 


Grand 


selling tickets at a 15-cent commis | 


grounds. 

Since the management. spends 
money lavishly for repair and equip- 
ment and charges popular prices, the 
a money-making enter- 
prise. It usually manages, however, 
to pay expenses. 

In supporting the theater the Ring- 


ety and beauty. 
‘ing exception to 


Shirks its duty to 
|ments for eager young 
| need the 


best efforts in life. 


stimulation of 
lovely things in order to exert their 


PART OF THE AL. RINGLING THEATER LOBBY 


New i tepion! Scottish Play 


Glasgow, Scotland | 

Special Correspondence | 

OBERT BAIN’S new historical 

k play, “James the First of Scot-| 

land,” produced by the Scot- 

tish National Players for the first 

time on any stage at the Glasgow 

Theater Royal. Principals in the 
cast: 

Willlam J. Rea 

James T. Woodburn 

Andrew Stewart 
lord Walter Stewart J. J. Napier 
Sir Robert Graham .... R. B. Wharrie| 
Maurice Buchanan .... George P. White 
The Provost of Perth.Moutrie R. Kelsall 
Queen of Scotland .. Margaret Suckling 
(‘atherine Douglas Nan R,. Scott 
Elizabeth Dougias .. Jean Taylor Smith 
The Wise Woman .... Elliot C. Mason 

The play is in 12 scenes, portray-| 
ing events in the reign of James I 
after his return from England, and 
each scene presents also some phase 
in the development of the King’s 
character, from his first brave im- 
pulse to free his land from tyranny 
until his passion for the ‘aw led to 
ruthlessness in demanding and ob- 
taining obedience to the liw. 

In the first scene James appears 
at a village fair shortly after his 
arrival from England, takes part in| 
the rustic sports, and, incidentally | 
learning something of the unhappy | 
condition of the people, vows to} 
make Scotland safe for all her chil-| 
dren. The reforms instituted meet | 
» with opposition and misunderstand- 
ing, both from the 
common people, and in a very fine | 
scene Lord Walter Stewart, son of| 
the Regent, is accused of treachery 
and condemned to be executed in 
an assembly of the King and the 
nobles. 

Having quelled the lowlands, 
James turns his attention to the 
clans of the North, and another 
strong acene depicts his directing | 
the battle near Lochaber w::ere he 
defeated Alexander of the Isles. As. 
his will becomes stronger, the ani- | 
mosity of the nobles whose power 
he has curbed grows more fierce, cul- | 
minating in the scene in Parliament | 
where Sir Robert Graham attempts. 
to arrest the King, but, finding him-. 
seli deserted by the other lords, is| 
himself made prisoner. | 

On his way to Perth, James is met 


| Summer R cats 


We offer a few 
Jur ished cA partments 
of 4, 5, 6, 7 and 10 Rooms 


4 ROOMS $195 


Immediate Occupancy 


2 ackson. Heights 


THE QUEENSBORO 
CORPORATION 


Jackson Heights Office: 
25th St. & Polk Ave. Havemryer 2360 
Reached via In-erboro (Queensboro 
Sewer ot 42 nd St.). or B. M. T. (Broad. 
way) Subway,to25thSt. Jackson Heights, 
Station on ona Division. ‘By Mower 
via Queensboro Bridge and Jackson Ave. 
(Northern Boulevara. ) 

See Apartment Exhibit at 
Delmonico Building, 


oe Ave. and 44th St., New York 


Karl of Athole 
Alexander 


warned by a 
proceed further on his journey, 
his 
'dépicts the traditional story of his | 
'attempt to escape from his 
‘by hiding under the floor, 
ing of which he had torn up with the | 
tonga. 


of great beauty and dignity, 
has already won generous praise for 
its literary value. 
four years ago, and its author had 
almost come to think of it as des- 
tined to be an armchair play; 
Scottish 
proved its dramatic effectiveness and | 
it will 
place in 
dramatic revival. 


those of King James and Sir Robert 
Graham. 


King was admirably 
William A § Rea, who created the title- 


nobles and the | 


1523-386 


not to | | Lincoln.’ 
but | | of Sir Robert Graham 
Perth | | the “wise woman” was 
| done by Miss Elliot C. 
‘Miss Nan R. 


“wise woman” 


headstrong purpose at 
enemies | 
fhe plank- 
The prologue - and 
The play is written in blank verse | were beautifully 
and it; Grace McChlery. 


| beautiful speech, 
ithe Scottish 


It was published 


but the | 


National Players have 


monotone. 
Special 


certainly take a prominent music for 


the Scottish literary and 


The character of the Poet- | outset; 


portrayed by | 


elation | by 


Mason; 
Scott criaaintnbtioatiy | 
| filled the part of Catherine Hougias, | 


verses between some of the scenes | 
spoken by Miss 
Glasgow came to'§} 
the fore of late in the teaching of | 
and the diction of | 
National Players was 
worthy of all praise. The only point: 
one noticed that might be improved | 
| was a slight tendency to unnatural | 


the play was 
composed by Mr. J. Seymour Halley | 
‘and reflected the atmosphere of the | 
The principal parts are of course | different scenes. The success of the | 
‘new play was established from the | 
and the scenes were followed | 
with close interest and warm appre- | KING ’S CAFE 
large audiences. : “g 


Electritied Across 


the Mountains 


Between the Great Lakes and the 
Pacific Northwest, there is one rail- 
way—and only one—that offers the ad- 
vantages of electrified travel through 
the Western Mountains. This road is 
the ““Milwaukee,” and its famous trans- 
continental train is “The Olympian,” 
Observation club-car, ladies’ lounge, 
standard and tourist sleeping cars, 
and dining car serving those delicious 
“Milwaukee” meals. 


Seventy hours of delightful travel 
on your way West or East. Open 
observation cars through the moun- 
tains during the summer months 


GEORGE B. HAYNES 


General Passenger Agent 


711 Union Station Building 
Chicago, III. 


ChicagoMilwauhee&St Baul Rai 


TO PUGET SOUND - ELECTRIFIED 


| populated community which woefully 
provide amuse- 


and 


AUDITORIUM OF THE AL. RINGLING THEATER, BARABOO, WIS. 


, Lagerlof picture. 
| modest, 
'“Human Destinies.” 


locrity. 


206 Church Street, W. 8, London, Engiand 


co 


i 
‘dwellers a taste of metropolitan gay- | 


Baraboo is a strik- | ‘¢Human 


the usual thinly | 


eS 
Destinies 


Monitor Bureau 
London, June 1 


N THE course of “the entire his- | 
tory of the motion-picture indus- 


try’’"—as the movie men grandly 


Special from 


| say when referring to this 25-year- 
‘old art—there has been no more! Shadowed. There are only five char- 
| stirring and 
| those good old days when Swedish 
| Biograph pictures used to come to 
| England. Swedish 
| strom! 
'combination of such picture making | 
| as we have not seen since. And what | 
| fine hours, one remembers, sitting in | 
‘the dark watching ‘ ‘Thy Soul Shall | Perfec t‘—and none of it too brilliant 
| Bear Witness” or 

How easily one remembers these | 
| pictures. 
| back among many hundreds so easily 
| forgotten. 
| began to 
| one’s eyes on the wings of the an- | 
| nouncement, made ¢r 
that a new Swedish Biograph picture | 
| Was—after al] these months—com-| 
“Gosta | 
| Berling’s Saga” one wondered? They | 


satisfying; time than 


Biograph! Sea- 
Industrious partners in 


“Jerusalem.’ 


How clearly they come} 


Passages from all of them 
screen themselves before | 


few weeks ago, | 


'ing to London. Wceuld it be 


|had promised that two years ago and | 
‘it had never been mentioned again. | 


'It is still one of those fine pictures | 


(there are about a dozen hidden)! 
about Europe) that London cannot | 
see. No, the new Swedish Biograph 
when it came was not this new 
It was a more! 
but very fine, 


Judging from the films that have 


from the books the translators have | 


at the waters of the Forth and, rdle in Jo} in Drinkwater’s “ Abraham | Chosen for abroad, there are certain | 
'R. B. Wharrie took the part | \qualities inherent to the Swedish 


'temperament when it takes to the 
(arts) The first of these, it seems, is 
}emotional sincerity. Then there is a 


| soberness, a brooding sort of beauty: 


a laborious preoccupation with hard 


facts, a distaste for frills and fancies, | 


la straightforwardness. Here, in a 


simple picture unconcerned with ex- | 
| (Pennsylvania Arenne, 


‘periments or tricks or originality, 
these simple qualities of honesty are 


so strong that the picture they are. 
,concerned with-turns out to be one| 


of the best of the year. Swedish Bio- 


iit sets 


RESTAURANTS 


_DERBY—ENGLAND 
RESTAURANT 


IN THE CENTRE OF DERBY 
(22 St. Peters Street) 
Proprs.: HAMBLIN & SONS. Ltd. 
a6 ob. Cooka, Confectioners. 
Grocers and Provision Merchants. 


LONDON 


OP DP PAA ll 


The Old Inn. Flood St.. 
Chelsea 


(Near the Town Hall) | | 
“@iOPEN ON SUNDAYS | 


THE RoMNEY RESTAURANT 
22 Brompton Road. S. W. 1 
(Opposite Knightsbridge Tube Station) 
LUNCHEONS 


DINNERS, Open on Sundays till 9 P. M. 


Dainty Luncheons 


THE COTTAGE TEA ROOMS 


215 Piccadilly, W. (nr. Piee. Circus) 
408 Strand, W.C. 83 Old Jewry, E. O. 
8 Tokenhouse Buildings (Near Bank), #. O, 


CINDERELLA 


Tea Room and Restaurant 


2 SLOANE SQUARE 
Open on Sundays Everything Homemade 


Tue Tempe LuNcHEON & 


Tea Rooms 


Im one of London's Oldest Buildings 
Fleet Street 
Home-made Cakes a Speciality 


THE COURT 
LUNCHEON & TEA ROOMS 


4°23 Oxford Street, W. 1 (First Floor) 
(Near wetesagen, facing North Audley 6t.) 
Mayfair 804 


BeiirTe 
(Under entirely new management) 
LUNCHEONS Ero 
one ge SI. a at Sundays) from 11- 
136 Sileane Stre 


Tel. Victoria sose | 


Ye Olde English Rose Restaurant | 


“The Home-Made Shop” 


8 Holland Street Kensington 
Elome-made Chocolates & Cakes 


FOR BEST HOME COOKING VISIT 


| ‘alled | 
pm | touched 


picture is not given. 


| served every evening at $ 
graph, it would seem cannot—no mat- | 
iter how quietly and unpretentiously | — 
to work—turn out a medi- | 


Ky_m’s ines ANT | 


“Century Cafe 


| 286 Worthington Street, 
| through 


The screen never told a more 


| straightforward story than this. It 
| travels on from beginning to end, like 
'a story in a child’s primer. The pho- 


tography is equally clear and un- 
acters, a group of conspirators, and 
a crowd. As these move on to their 
appointed destinies such a thing as 

€ story-teller cheating us into an 
unwarranted moment of pity, or the 
photographer tricking us to keep us 
interested —such things are incon- 
iceivable. Every moment of acting is 


\for the sober pattern. The little love 
story in the tale is played with such 
delicacy that one is awed: it.is as 


| Simple and cool and quiet as the lit- 


'tle river, beside the cottage where the 
lovers go to spend the day when, as 


they say, they are “tokened.”’ 

But the interesting point is that 
this admirable acting is filmed al- 
most entirely in a series of close- 
ups. Not very close-up, not so as to 
magnify the minuti@ in the fashion 
that has ,,rown so distasteful. But in 
|& series of half-length portraits, em- 
 phasizing face, shoulders, and hands. 

nd it is across the faces that. the 
fowls makes its way; wonderfully, 
because these are not “film faces,’ 
‘but the faces of first-class actors. 


| We see decision dawn in a brow: we 


see eyes break the seal of an un- 
letter and read in terror 
through the envelope; when a face 


‘come from this northern land, and|/0OKS out of a window, we almost 


| know what is beyond the pane. 
The name of the producer of this | 


fe x 


| javelin-like, 


Godfrey Tearle as 


Hamlet in London 


Special from Monitor Bureax 
London, June 1 
WELFTH production of the Fel- 
lowship of Players; Shake- 
speare’s “Hamlet” at the Prince 
of Wales Theater. Principals in the 
cast: 


ES ee Godfrey Tearte 
Ce. . ccesesceseuntees Charies Carson 
Gertrude 

Ghost of Hamlet 


Beatrice Wilson 


Polonius 


KF rane isco sacbert Whitman 


ERED vo caicne chan geaadd Keginald Denham 
Two Clowns..Tom Reynolds, Roger. Livesey 


Fortinbras Herbert Whitman 


Ronald Keer 


Godfrey Tearle is a fine actor, who, 


for some reason or other, has made 
comparatively few appearances of 
late outside the strictly commercial 
drama. That he was capable of 
higher class work all knew who uad 
seen his admirable performance of 
“Othello” some years ago at the 
Court, and these naturally took the 
opportunity to attend his “Hamlet” 
directly the Fellowship of Players 
production gave the opportunity. 
That Mr. Tearle’s Prince of Denmark 


would equal his Moor of Venice, I did 
not expect, because the qualities that 


make for great success in the one 
part often preclude it in the other— 
Forbes-Robertson 
discovered to some extent when .ie 


as Sir Johnston 


came to play Othello. 

Mr. Tearle, however, though not 
reaching the standard he set for 
himself in the easier role, put up a 
thoroughly pleasing, interesting, and 
intelligent performance, quite his 
own, and including some clever and 
welcome touches of originality. A 
little tight and restrained at first, he 
improved as he went on; complete 
assurance coming to him as he 
gripped the part—and the part him 
—so that the later scenes, especially 
those in the Queen’s closet, and with 
Osric, and also the churchyard and 
duel scenes, were quite the best of 
all. 

Mr. Tearle’s strength lay in his 
fine voice and presence. his occa- 
sional, though not always sustained, 
excellence in rendering blank verse, 
his earnestness, sincerity, iender- 


| néss, and command of a natural and 


easy irony. The speech in which 
occurs the line, “The more merit is 
in your bounty,” was excellently 
done, and so also was the advice to 
the players; but a noticeable fault 
was weakness in working up to the 
curtains. Exactly how the Elizabeth- 
ans played Hamlet we do not know; 
but I feel pretty certain that Shake- 
speare meant his rhyming tags to 
be forcefully spoken; and that such 
lines as 


The play’s the thing 
Wherein I'll catch the conscience of the 


king 
were intended to bring the actor leap- 
ing, with a bound, from his chair; 
and to make him plant the words, 
“into the back of the 
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WASHI NGTON, 
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“THE NEW WILLARD HOTEL 


F and 4th Streets) 
has a twnest inviting 
COFFEE SHOP 
Open for all meals. tacinuding tea and tate 
supper. Entrance from Pennsylvania Avenue 
or through the hotel. A epecial dinner its 
1.50. 
Please mention The Christion Sctence Menitor 


ee te as 


A tt tt et te a 


DETROIT, MICH. 


' 
FL gle na Lin hn LL hhh hha hel aa alm alle PL 


_|BELTRAMINI & RUSH, Caterers | 


7617-7621 Woodward Avenue 


Table d'Hote Luncheons and Dinners 
Also a la Carte Service 


Hatimates given for Weddings, Dinners, 
eto. 


SPRINGFIELD, MASS. 


LO eR LA ee OOOO 


Let's Meet and Eat at the 


when passing 
Springfield en route to the 
Berkshires or pleasure resorts. Special 

parties by appointment. 


(Table d'Hote & a la Carte) | ——— 


“THE OPAL’ 


OPEN SUNDAYS 12-6 


ESS 


COME AND VISIT THE 


SPANIELETTA RESTAURANT 


fer Light Refreshments, Luncheons & 
° P Pricomy nin a0 
pen on Sundays un Pp. mm. 
1@ Orchard St., W. 1. 


SAN FRANCISCO 


a 
TT I 


Entertain 
your guests in 
pleasant surround- 
ings ac 


The. 
fates 
Restaurant 


San Francisco 


NEW YORK 
“The Oldest Tea ey oom Toes wes 
A O* 
M7 
mee , rae a xg, TS 
SALLIE M. TUCKER, Hostess 
DIXIE KITCHEN 


Breakfast, 50c 
Now at 691 Madison Ave., cor. 62nd St. 
CAFETERIA 


CLOSED SUNDAYS 


CANARY TEA ROOM 


A dainty and inviting smaller restau- 
rant, with the “homey” atmosphere of 
singing birds, and delicious home 
cooking. 
Luncheon 50c-60c-75e 
Dinner $1.00-$1.25 
60 Central Park West at sth Street 
PRESADA APARTMEN 


Making Ketter C.ndy Over 25 Years. 
tive Steamer Baskets, $18.00 up. 
sation | Seoten Caramels, 


$ 
Mammoth Pecans, $5.00 


Moderate Prices 
Prompt Service 


Splendid Music 


KNOWN FROM COAST TO COAST 


G" a 


Attrac- 
Chocolates. 
Glace Fruit zt.06- 
Gjaited Nuts. $3.00 


Teiegraph orders fulfilled with confidence ef 
personal attention 
556 Madison’ Ave., bet, Kith 2 66th Sts. 
New York City 
PI. LLAZA \ 1082 


Assortcad 


When in New York | 


for 
Lunch 
Cea 
Dinner 
Stop at the 


Restaurant 


A. Beck 


Tel. Rhinelander 8153 


746 Madison Ave. 
Between 64th & 65th Sts. 


VEGETABLES THAT 
ARE REALLY FRESH 


Here the word “FRESH” 
has only one meaning— 
it’s a cleancut, uncompro- 
misin description of 
VEGETAHRLES, ¢@0 re. 
cently from Mother Barth 
that they still have the 
dampness of the soil. 


gally wall.” “The “John-a-Dreams” 
speq, on the other hand, though 
stiltather cramped in utterance, 
wasdmirably delivered. 

Itas in the deeper, more imagina- 
tivend far-reaching aspects of the 
charter—“What a piece of work is 
& ™m!"—that Mr. Tearle proved 
leasnecessful; and these were the 
defimcies that kept his perform- 
antehort of the highest rank The 
solinies—always the supreme test 
of 4hakespearean actor—were not 
morthan moderately well done; 
anuhe play-scene was compara- 
tive ineffective, though here the | 


j 


—th introducing into a tensely ; 
drartic episode, a vein of comedy | 
agait which both Claudius 
Hant struggled in vain. 


wasery good— ‘much better. in ,my | 
opim, than Mr. Barrymore's ren-| 


takef allowing sensibility rather to 
oveme indignation, instead of keep- 
ing e expression of natural, filial 
emomn subservient to the prince's 
outred sense of morality and 
righousness, which is an outstand- 
ing ait of his character. 

T) support given to Mr. Tearle 
wasnly moderately good; but the 
pleaig qualities of his own acting 
madthe afternoon more than worth 
whil a F 


‘Stee of the Royal Mounted 


‘ecial from Monitor Bureau 

NW YORK, June 15—Rialto The- 
ater,Steele of the Royal Mounted,” 
a moon picture taken from the story 
by Jmes Oliver Curwood, directed 
by Ivid: Smith. 

He is another oddly assorted 
batc of screen material, in which 
the iteness of story and the effec- 
tiveus of the Canadian Northwest, 
scenally and otherwise, are found 


runng neck and neck. To many 
therwill always be a real thrill in 
anytng pertaining to the Royal 
Moued Police of those great open 
spaa, those wandering red-coated 
“moities” who have the credit of 
“alws getting their man”; and as 
mosof the picture deals with such 
“episies, there is enough in “Steele 
of t! Royal Mounted” to satisfy 
then One sequence in particular 
willring them to the edge of their 
seatrwhere Bert Lytell canoes down 
& SWt mountain stream in pursuit 
of h man, through one reach of 
rapic after another until his craft 
upse and he is rescued at the brink 
of sae falls. Only expert camera 
workould get such “shots” and the 
effecis highly realistic. Apart from 
theschigh spots, the film is poorly 
motitted, and highly conventional. 
Mr. Itell, as a member of the Royal 
Mound Police, gives a convincing 
perfomance, and Stuart Holmes as 
the vlain of the piece is well cast. 
R. F. 


[Jie tne the fine weather dur- 


Hajet’s scene with his mother | Weigel, 
garete Kupfer and Lotte Stein. The 
'mounting, which is in the hands of 
deri—but Mr. Tearle made the mis-| prog 


In Berlin Theaters 


Berlin, May 26 
Special Correspondence 


ing the month of May, and the 


imminence of summer, the 


good attendance at the theaters con- 
tinues. At the State Schauspielhaus 
Bronner’s drama, 
bellen” has been produced with a 
good measure of success, and is still 
holding the boards. It is original and 
realistic and admirably presented. . 


“Rheinische Re- 


“Der Revisor,” Gogol’s amusing 


proGer was to blame for allowing | satirical comedy, has enjoyed a long 
the logue to the play to be ren- | run at the Deutsches Theater, e- 
dere humorously, marionette-style | ing as is a foregone conclusion at 


his theater, brilliantly aqted. It is 
now being given alterrately with Ro- 


and | main’s “Dr. Knock.” This, too, has a 


including Helene 
Mar- 


cast, 


splendid 
Hermann Vallentin, 


Reinhardt’s head stage Man- 


ager. Erich Engel, is everything that 
could be wished. 


Elisabeth Bergner has been en- 


gaged for the next season »y Victor 
Barnowsky, manager of the Koenig- 
graetzer Strasse Theater. 
not mean that she will leave the 
Deutsches, where she had such suc- 
cess in “Saint Joan.” She will devote 
her art to the two managements in 
turn as occasion demands. 


This does 


Her ini- 
tjal réle at the Koeniggraetzer Str. 
will be Rosalind in “As You Like 
It,” which has already made her 
known under Professor Reinhardt's 
management. 

A novelty is in rehearsal at the 
State Schauspielhaus, which is to be 
produced before the theater closes 
for the summer vacation. It is a 
serious play in four acts by Georg 
Kaiser, entitled “Der Brand im 
Opernhause.” 

Ludwig Berger, whose “speciality” 
is the historical play—the Prussian 
historical play for preference—has 
just completed a four-act drama, 
“Luise, Koenigin von Preussen.” 
Karthe Dorsch, a talented young ac- 
tress, is cast for the name part. 


Drama League Institute 


CHICAGO, June 13—The Drama 
League Institute, under the auspices 
of the Drama League of America, 
holds its fifth three weeks’ summer 
school “for intensive trainjng in the- 
ater arts,” June 22 to July 11, at 
Northwestern University, Evanston, 
Ill. This school is held in association 
with the School of the Speech of 
Northwestern University, which con- 
tinues its sessions for six weeks. 
The institute’s instructors are all 
specialists in their flelds. They con- 
duct courses in story-telling, junior 
drama work, religious drama, Euro- 
pean stage devices, lighting, voice, 
drama in high schools, community 
drama activities, acting, costume, 
puppetry, play directing, community 
theater management, dancing, stage 
craft, makeup. George Junkin is the 
registrar. 
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“Tea for Three’ 


By ROI COOPER MEGRUB 
A Brilliant Comedy, Ingenious Plot 
Eves. 8:20 ats. Tues., Thurs., Sat., 2.20 


'ELTNG THEA., 42d, W. of B'way 


a Evenings only at 8:30 
“THI FALL GUY” ,. Wve 
_New Comedy of sie York Life 


One ofthe most thoroughly amusing comedies 
of year-F.L.8., The Christian Science Monitor. 


WHITE COLLARS 
NOW A HARRIS er. 42d St. Eves. 8:30 


SAM H Mats, Wed & Sat. 2:30 


ZIEGFELD COSMOPOLITAN 
THEATRE. Col. Circle, SOth St. & B' way. 
PO. MATS. THURS. & SATURDAY 


Leor Errol ,. Louie ». 14th 


lst Ba, Seats $1 & $2 if Bought tn Advance 


HEN Y MILLER’S Thes., Ww. 43 St. 


Mats. ‘Thurs. & Sat. 


With 

Elliott 

Tle Poor Nut i: 

Dir. As 42 St. Eves.8 :20 

Setenet LIBERTY jy. Mats. Wed. 4 Sat. 
dUSICAL COMEDY TRIUMPH 


“LADY, BE GOOD” 


withFred & Adele Astaire, Walter Catlett 
30 RESERVED SEATS AT $1.00 


IBF KEITH'S) 
ABusement Center & Gextag’ 


Week of June 15, 2&8 Beack 1724 
MLLe. Patti Moore 

MARGUERITE | wy, Buster Mesastes 
AND Bad & Buddy and 

FRANK GILL Domine Esterteiners 


Watts & HawL_ey—Warers & Dances 
3 Longfields. Powers and Diaz 


Frep ArpatHo—Dvu CaLion 


i rename 


BOSTON—Motion Pictures 


__LEXINGTON, —— 


New York—Motion ion Pictures 


PAPAL A IL PS Nd 


eee Se eee een, Oe 


IVOLI Thea., By. at 49 


IMPORTANT| T 


RESERVED SEATS FOR THD 


Bebe Daniels in 


‘The Manicure Girl’’ | 


[ALTO Thea., By. at 42 


Bert Lytell in 
James 
‘Steele of the Royal Mounted” | 


CHICAGO Fe | 


A.H. WOODS EVES, at 8:15. MATS. | 
A DE LP H WED, & SAT. at 2:15 | 


"HICAGO'S LOUDEST LAUGA 


IS ZAI SO? 


“, FLAY ALL CHICAGO SHOULD FLOCK 


rO SEZ.""—Amy Leslie, News, 
7 THEATRE. NIGHTS AT 8:15 | 
WooD MATS. WED AND SAT. 2:15 


Arthu: Hammersteig presents ‘the biggest | 
muscal hit ever produced in America.”’ 


“ROSE-MARIE” 


Comprny of 100 Symphony Orchestra 


Shubert 
MATS. WED. 


Great Northern AND SAT. 


rw ty SHUBERT PRESENT 
A REAL SBNSATION—THB 


STUDENT 
PRINCE 


Company of 100 — 30 Dancing Girls 
60—Male Chorus—60 Curtain at 8:10 


' 
' 


JACKSON NEAR 
STATH 


Oliver Curwood's | 


PAGEANT-DRAMA 


“LEXINGTON 


ARE ON SALE AT THE THREB 
S. S. PIERCE & CO.’S STORES 


AVOID DELAY AT THE 
AMPHITHEATER 


And Buy Your Seate During the Dag 


iST 20 ROWS, $3 2ND 20 ROWS, $2. 
(Plus Customary Tax) 


Owing to the Enormous Demand 
40 Additional chairs (unreserved) 

bave been added. All loca- 
tion and will be sold only. at the Amphi- 
theater Box Office after 7 P. M. 


$1.00 (PLUS 


TAX) 


Special Trains leare North Station 7P. uw. 
Portion Paylight Time 
ar 2000 vthmebiics 
Pantomime at 8:30, Petformence at 6B. 1 x. 
Daylight Time 3 
One of America’s Greatest 
Out-of-Door Spectacles 
Acted by the Oltizens Every Ten Years 


EVERY NIGHT THIS WEEK 


_TOURING ATTRACTIONS 


ey 


— & oe a. _ & of America's 


“THE SHOW-OFF 


By GEORGE KELLY 
Now Plaring the Far West 


Se 


TO QUR READERS 


cs Theatrical managers 


welcome a letter of 


appreciation from those who have enjoyed a production advertised 
in THe CHRIsTIAN Science Mowntror. 


THE CHRISTIAN SCIENCE 


MONTTOR, 


BOSTON, TUESDAY, JUNE 


16 
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The Naming of Number five 


MBER FIVE seems a strange 


name to give a pretty brown 


baby girl. with 


hut when 


A 


round 


; 


smootn 

Ah Ling 
another dauso 
nothing 


hed 


eved 
cheeks: 
had 


was told that he 


could think ol 


He 0b 


his supper 


ter, he 


to call her ad just fints 


ing 
: | ; ' eis of . Tr" 
perhaps he was 4 liitie sieep® « [ter 


y ae | 2a ang 
rT 7 i ¢ at iiti 


his day's work. 1! mal) 


nrettvy names that she might nave 


} , ae i 
hag. She might nave Caiied 
Water Lily or Lot 
might have been 
Lizard 


been 


s} " } . 
us KUO ur tnen 


7. i 7h! 
again sn saddled 
with some > Grey or 


Green Fro; vhich would have 
nothing unt 
choosing of the new 


oeneralls left to tne 


Ah 


else at 


Cd ii 
time 
ma’ 


‘ * - 
petite il 


Ling, he 
the 
stranger arrives it 
content with 
pumber 
think -when 
having no 
Kiye 


ine 
ine 
ho 
What all you 
that besides 
name, little Number 
house to live’in? ‘The 
knew was a Chinese boat or 
which moved up down 
River with hundreds of others 
_During the Gay Number 
nlavyed abour.on the open deck with 
her brothers and Sisters and at night 
she slept on her own little grass mai 
in the dark cabin with the rest of the 
family. 

Just as soon as she was big enous: 
hegan take her share of th: 
work. Like the others she quicki\ 
learned to push and pull the heavs 
pole that moved the sampan throug! 
the hrown. muddy -water, and. when 
her father. who was a fisherman. 
hrought home his -day’s haul 
helped to’clean and prepare the fish 
for market. 

She soon learned to be such a use 
ful assistant that sometimes when 
Ah Ling had managed to sell all hi: 
S<h and had “cash” to. spare h 
would bring a present for his little 
daughter from one of the shops 1h 
Canton. One’ day-it 4vas a gayly 
painted fan and the next time it was 
a-string of beads; and.then one da; 
when he had sold out very quickls 
he came home with a crimson silk 
jacket embroidered in vold thread. 

After Number Five had tried it on, 
the jacket ought to have been put 
away until the first festival, but she 
hegged her mother to let’ her wear 1! 
a little longer. When the lanterns 
lit the light- shone upon the 
gold thread and made it sparkle 
rore than ever. Number Five felt 
that everyone must-be admiring the 
beautiful present that her father 
had brought her. She looked across 
to the near-by shore and wondered if 
the people walking about in the 
streets of Canton would think that 
‘she Was a princess. 

Presently the moon came up like a 
great red ball, and as it rose above 
the tops of the houses it made a 
golden pathway across the water. 
Number Five began to dream and 
tried to imagine what it would be 
like -to walk along the glittering 
nath. It may have been the effect of 
the red silk: jacket that made her 
forget that she was just.a little 
Sampan girl instead of a princess 
out of one of the stories that her 
grandmother sometimes told, but by 


Vou 
propel 
had no 
only home 
samipan, 
Pear! 


al 


Sne 


ive 


ene to 


she 


were 


and by she put her foot over the 
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PROBLEM NO. 687 
By J. Nield, Blackpool, Eng. 
Original: composed especially for 
The Christian Science Monitor. 
Black 7 Pieces 


White 11 Pieces 
White to play and mate in two 


PROBLEM NO. 688 
By M. Havel 


White 
White to play and mate in three 


SOLUTIONS TO PROBLEMS 
No, 685 R-Q6 


686. 1. Kt-R PxQKttR) 


SO 
PxQht(Q) 
PxeQkti( Kt) 
PxkK Kt(B) 


Proh. Comp. 
i’, Mansfield 


PROBLEM COMPOSITION 
The Switchback Theme 
This is where the moving piece re- | 
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| proved 
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boat. laughing soffy to 


she did so 

sampan came alowside 
against the boat #f Ah 
was a sudden Jurch 
moment Ni Five 
disap Wared 
for a4 Bhort 
the tha her 
heard the big Slash, 
the deck she 


herself as 
Another 
and pushed 
There 
next 
the 
dark 
but bys 
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in the 


was water she 
shadows 
space, time 
father. 
had reached 
had Come ta ace. 
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proper name. “My Little Gold Fish,’ 
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back ong the 

“Litthe Gold 


whichNum 
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almost from. the time 
babies thought 
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FINE APPLE CROP EXPECPED 
PENTICTON, B. C., June 7 (special 
{ orresponde ne @) he hes! apple 
the history of: tne lower 
is predicted py ae 
eovertment 
da@trict. 


ypoth thetrees 


crop iT} 
Yalley 
pro ’ 
expert 


Okanagan 
ig Vial 
ultural 
\iurras 
the fruit throughout the d&trict 
shape and that tip big 
promised will cogépen- 
measure for thé fail- 
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: | EACHERS ADVOCATE | 


FULL STUDY OF WELSH 


Mother Tongue in Wales Said 


to Be Falling Into Disuse 


CARDIFF, June 2 (Special Corre- 
spondence)—For the last decade or 
more. Welsh Nationalists and educa- 


tionists haye been gravely concerned | 


at the constantly diminishing num- 
ber of Welsh people using their na- 
tive tongue. The president of the 
Board of Education has therefore ap- 


pointed a departmental committee to | 


inquire into the position occupied by 
Welsh in the educational system of 
Wales. and to advise how its stud) 
may best be promoted in educationa, 
institutions and classes of all types. 


The committee is to have regard 


ty (1) the requirements of a liberat 


education. (2) the needs of business 


the professions and public services, 
(3) the relation of Welsh to English 
and other studies 

Meanwhile. the National Union 
Teachers has already conducted sucn 
an inquiry and has issued a brief 
statement on the subject. The state 
ment quotes the dictum of Macaulay 
that “as civilization advances, poetry 
of necessity declines.” That this is 
true of Wales is proved by a con 
sideration of the areas where the 
language still holds its own. Agricul- 
tural Wales is still overw helming!\ 
Welsh-speakineg. I! in the indus- 
trial counties of Monmouth and Gla- 
morgan, and in the’ centers like 
Wrexham and Ruabon, that the lan 
guage is losing Its erip 

The einent contains 
lowing recommiendations: 


of 


is 


the fol 
(1) Whe 
special provision 
n the subject to in- 
children 
Oppo! 
of 


, * 
Stal 


ever possible, 
should be made 
sure that Welsh-speaking 

should. have possible 
tumits securing a full study 
the language (?) Courses of instru 
tion in teaching the language should 
be provided in all the Welsh train- 
ing colleges teachers. (3) The 
Welsh drama be popularized 
in all schools. 
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» tH play and mat 
NOTES 


The first series of 


of a 
Philadelphia 


new 
the 
the Nanhat- 


contested at betwen 
Franklin Chess Club and 
tan (‘hess Club of New York 
for the visitors, 10%—5'4. 
will be ip New 
and one of the 


in a victory 
year the play 


York. The summary 


games: 
i\ MANHATTAN C. C.! 


FRANKLIN C. 

Bds 
1 Rosenthal ... 
2 Schroeder ... 1 
Kupchik 
Russell 

5 Samuels 

> Katz : ; 
Dr. Keidanz . 
Shapiro 
Link . 
Schneider 


le (Casciato 
Bauder . 

l,' Winkelman 

‘(zoldstein 

Sellers 

Driver 

» Roeske 
Sharp 
Buckman 
Smith 
Levin 

» Vandersiice 

» Shipley 
Hoffinan 
Ward 


Stewart 


4 
“ 


Phillips 
{ Wahrburg 
Li Retboff 
16 Frink Jr. 
Total 10%, Total 
New - York University ‘eam 
its superiority over Rrtgers 
defeat in a match contested at 
a0 


The 
by a 
The alumni of the College d the 


City of New York sprang 
of a surprise when they defeatdi the 


natches | 


rsulted | 
; won 


| eacrifice 


i own 


somewhat 


11—4. 
Yurka. 


varsity team, Santasiere (var- 


sitv) losing to 


transit tournament held in 
with the thirtyv-fifth ann.- 
versaryv of the Staten Island CC. C. was 
eaptured by Dr. H. EF. Leeds, who won 
when he defeated Bogolju- 


finals 


A rapid 


eonnection 


: | 
iaSt Veal 


bow in the 


RUY 


Levin 


LOPEZ 
Tenner 
White 
12 PxOP 

313 PsP 
14 FEixkt 

> lh P-WS6 
> 160)xR 
iy R-K2 
IS Q-N4 
I9S*Moxhkt 
Pn (xis bP 

(J) 


Levin 
Blac! 
I< KtxT 


only game Rubinstein 

Baden-Baden: 

QUEEN'S 
Tarta- 
Lower 
Black 


Piht-KB 3 


The lost hn 


GAMBIT 


-QR4Itb) 
(“astie: 
Q)-hK? ? 
Rn-Qic) Castlesid) ° 
intxf?? 
2 Ktxkt S30 OxRP 
ih3iK-R2Z 
+ oe Cb-KMT; 
2323 R-QB3 
34 P-WtS C1) 


> > . 
Resigns 


(a) The capture of this pawn seems to 
he largel a matter of the mood a 
plaver happens to be in. Janowski was 
quite fond of if 

(b) In order to the 


nrevent advance 


lof Black's OKtP with a “tempo.” 


(c) The play resembles that of a game 
bv Rubinstein from Duras at 
, P 4 


, San 
Sehastian in 912 Sek 
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J ~— Le Ufvibiit ape. 


By 


HAROLD 
This is the fourth article in a series which is appearing 


SPEAKMAN 


every Tues- 


day, in which Mr, Speakman, author of “Beyond Shanghai” and “Hiulltops 
in Galilee,” tells of his thousand-mile walking trip up the west coast of 
Ireland from Cork, and down the east, accompanied only by hs gray 


donkey, “Herself.” 


ay 
Glengarriff 


Hik Pass of Keim-an-eigh is a 
rugged, verdure-covered 
mountain gap of considerable 
between Macroom and 
sav. It has been praised l|o- 


small, 


charm, lving 
Bantry 
cally for its “savage. grandeur,” and 
compared with the passes in Swit- 
zerland. But a visitor, even an amia- 
biv inclined visitor like myself, 
should not be imposed upon in that 
manner. To compare! Keim-an-eigh 
to the Simplon or St. Gothard means 
one of two things—-either’ that 
the writer is bemusing himself and 
his reader, or that he has never ac- 
tually seen a pass of authentic sav- 
age grandeur-—although I have no 
doubt that in the old days, when 
Bonnoght or Kern or Gallowglas. 
or the O'Learys and O’Sullivans were 
staging a good fight in Weim-an- 
eigh. it may have seemed very savage 
indeed 

When. at last the donkey and | 
emerged from between its fern-coy 
cliffeens, the rain had stopped 
moment. Before spread a 
broad valley, both distinguished and 
authentic, stretching away, smoke- 
blue and mighty, into other distant 
smoke-blue valleys. And there to the 
left, as we trekked westward down 
the shining curves of good white 
road, lay the long finger of Bantry 
3ayv, With a streak of foam across it. 
As vet we could not the far At- 
luntic which was to mark a change in 
our course to the north; but that 
streak of foam was aS a covenant 
before us. It' meant that the tide was 
coming in. Then, down came the rain 
again, 

Donkeys Walk When It Rains 
After Herself's 


tightened alt a 


ered 


for a is 


see 


shoes had been 


wavside smithy near 


Snave Bridge, we went up anothel 


endless, desolate 
spite of al! 
slower 

feared 


hill and out on an 


mv 
and 
that 


erav moor, she, in 
importunities, going 
slower. At the time I 
something was the matter, but later 
| found that her species, not her 
equipment, was responsible. Donkeys 
simply will not go fast in the rain. 
We stopped among the great rocks 
and dripping verdure the moor, 
and had slices of oaten bread, service 
a la carte. 

As we finished our repast, a woman 
came out of the rain behind us and 
started off with us ihe moor, 
saying that it was wet weather, and 
that she had walked that day from 
Bantry which was J0 miles away. 
So. a8 we came to a crest at the top 
of a hill. with the road sloping gently 
away before us, and as the donkey 
seemed somewhat refreshed, | invited 
the woman to mount the cart 

“I don't object,” she said, 
climbed agilelv to one of the 
eases at the front. “This 
than a motor, just.’ But having 
walked nearly 20 miles over hill 
and dale myself, 1 would have stepped 
with great willingness into a Mer- 
cedes or Rolls-Royce, or even into 
cne of those smaller from 
Detroit, 


of 


across 


and 
fiber 
bette! 


1S 


Cars, 


An Unseen Castle 
We reached a crest above a luxuri- 
“Oh 
place, in Glengarriff, the most beau- 
teous place! There's a big 
with an old castle on it amongst the 
smaller islands .of the bay, and 
there's a fine lady lives on ‘it-——a 
sister-in-law to Lord Bryce that 
the American ambassador-—vyou'll be 
able to see it in a moment from 
now.” But a thick mist came down 
and obliterated everything except the 
‘trunks of tall trees beside the road. 


ant valley. my, it's a beautiful 


island 


Was 


Giant vines like those of the tropics 


twisted and crept about them, and 
bevond shone the giant blossoms of 
pink and purple rhododendrons, now 
erayed and moderated by the mist 

“Do you -now the hotels at Glen- 
carriff?” -T inquired, as the woman 
dismounted at her crossroad. “l 
thought of going to Roches or the 
Eccles. Would they have stables 
there for the donkey?” 

“Oh. they have stables, all right 
in plenty,” said the woman, casting 
4 critical eve cver my shambling 
equipage. “But Wiy dont you 
try Casey's?” 

The Bay of kelp 

Sitting alone, notebook in band on 
the sea wall in Glengarriff, | at- 
tempted to put my thoughts regard- 
ing the scene into some form more 
permanent than a vague fluidity. 
the warm, bumid atmosphere of the 
place, however, it was much more 
agreeable just to sil. The bay before 
a long, wedge of the sea lying 
ereen-sioped shores was 
with islands which varied 
in size from several acres to large 
bowlders. The largest island, lying 
across the bay beyond the others, ap- 
peared to close the harbor from the 
sea. The ebb tide had left the nearer 
islands rearing solidly out of the 
fat. shallow bed of the bay, which 
_now free from water—lay like a 


me 
between 
studded 


- | fantastic no-man’s land of the sea, 
3:| covered by a mass of brilliant, rust- 
‘| eolored kelp. This kelp extended 10 


Kt x }. etc 
Rilack maintain 
hecause of 


13 


cannot 
P~K4, 


his pawn 


, iT PxP. 
KtxP, KtxkKt; Q-K3, re- 
eovering the niece 

(e) There is nothing to be gaihed by 
Kt-Kto5. Moreover, Black ecould = then 
his queen, as follows 123... 
Pxkt: 14 PxP, QxB: 15 QxO. RxR, with 
the superior foree and position. 

(f) White has his eve on a combina- 
tion: otherwise he would note needleasiv 
exchange this bishop and develop his op- 
ponent S&S game 

(ge) Made wunder a 

coupled with his 
vatne 
Iiad he been content to pocket his 
and retreat with the knight, no 
serious harm would have been done. Of 
eourse, Black cannot play BxR on ac 
count of Kt-Khich. 

(i) This ie.the move that had not been 
tuken into White's calculations 

(i) The end of the faulty combination 
made by White. Black emerges with a 
clear piece to the good and a won game 

(k) Now Black takes matters into his 
ands and White cannot hope to 
survive much longer 
(1) If now 34 R-Kt3. then R-Q6 would 
wir 


misapprehension 
next move, loses 


‘or 12 feet up the sides of the islands | 


to high-water mark. 

The blue of the sea, the bright, un- 
usual color of the seaweed, the vivid 
green of the numerous islands above 
the line of the tide, and their bril- 
liant ocher foundations below, made 
an incursion into the realm of color 
for which the memory found no 
duplicate. 

To the back, up the hillside beyond 
the Eccles Hotel, rose a tangle of 
eucalyptus and holly, with a lower 
undergrowth of arbutus and ferns 
and fuchsia, and dells and boreens, 
and long stretches of. green moss, 
sprinkled with the fallen blossoms 
of the ever-present rhododendron. 


Very Like a Gargoyle 
At last, moved by the same focus- 


‘ing of impulse which makes us rise 
we. 
I got | 
{out my map to make a leisurely sur-isent from this country.” 


morning after 
for an hour, 


from bed of a 
have intended it 


in, 


two 


vev of the vicinity. As | did s0, a 
little, rural-locking man with a red 
nose and black puttees, who had 
been propped motionless as a gar- 


govle over the sea wall, now showed | 


certain symptoms of returning 
Vitality. 

“This is a landman’s map,” I said, 
holding it out to him, “will you have 
a look at it?” 

“Tl will.” he said, 
into hands as gnarled 
of dried leaves, he 
minutely. 

“Do vou know 
quired at last. 

“| do.” Silence 

“I suppose you have sailed up and 
down it a number of times.” 

“Il have.” Silence. 

“It is very rugged, isn’t it?’ 

“i Silence 

“Er-—have you ever been 
lin?’ [ asked a little wildly. 

“I have.” 

“And London?” 

“I have.” 

“Well--have 
Salam on the 
below Zanzibar?” 

“T have.” he said! And 
he returned the map, gave a 
sidewavs nod and wandered off; and 
| haven't seen him from that day to 
this. (But | have always remem 
bered him because he was the onls 
man in the south of Ireland who 
wasn't a good talker. Perhaps he 
was not a south of Ireland man at 
all). | 


and taking tt 
as a bunch 
examined it 
in- 


this coast?” |] 


Figs 


to Dub- 


Dar-es 
A frica 


io 
of 


been 
coast 


you 
west 


that, 
of 


with 
Fort 


Yes, There's Another 

Then another man who also looked 
as though he had never been a mile 
and stopped near 
that | had 


seen anything quite like the bay be- 


uway came along. 


by. | remarked never 


fore US. he mildly, 


Whereupon 
observed that there was a bay some- 
thing like this one in the Moluccas 
Now the far 
from everywhere even 
this moment, without looking them 
up on the map. I do not know where 
thev are. Then the man nodded side 
wise like the other and wandered on. 

Thereupon I got quickly down 
from the wall, for the next man who 
came along would probably have 
told me about sailing the canals ol 
Mars or catching Searfish in the 
Way: and then |] should cer 
tainiv have given a loud cheer and 
fallen off the wall -which no 
wav to act when someone is depend- 
ing on vou for vats and bran and 
eracked corn. 
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Chicago Business Man. After 
Tour. Says Character Build- 
ing Isan Evidence 


Moluccas are awa\ 
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Special Vanitar Bureau 
CHICAGO, June 11 
Orient 
Men's 
before, 


the 


Prati 


Business men 


are supporting the 


of 
Young 


the 
Christian Association 
x. 


Chicago 


never Hivpes, presi- 


of 
declared 


as 
dent Association, 


in an interview with a rep 
resentative of The Christian Science 
Monitor upon his return from a nine 
months’ trip around the world, M1 
Hvpes is prominent in business cir- 
cles here and his centacts on the 
long journey were numerous, both 
in the field business and among 
(‘hristian missions 

Hiis impression, based on 
with business men in Manila, Singa 
pore, important cities in India and 
Palestine and in Cairo. were that the 
building work of the Y. 
M. C. A. is gaining in appreciation, 

Splendid Work In China 

Speaking of China, where he and 
Mrs. Hvpes spent seven weeks, he 
Said: 

“Notwithstanding upset condi- 
tions the business men of the Nation 
are continuing to support the Y. M 
Cae Thev believe the work 1s 
needed more than ever in these try 
ing times. They see its influence as a 
steadving force helping to quiet the 
unrest. 

“Many 


of 


talks 


character 


officials are advising with 
the Association secretaries concern- 
ing the training of-boys. I- find that 
they recognize it as a great Christian 
institution, the strong arm of the 
church. It is especially effective in 
reaching businessmen, officials and 
students. The four-fold program and 
non-sectarian character of the Asso- 
ciation adds much to its prestige. 
Much of the credit must be given to 
the very high grade men serving as 
secretaries. Men sent from this 
country to serve in the foreign field 
are of the highest caliber. All of these 
countries have fine native secretaries, 
too, some trained in this country, 
some educated at home. The Amer- 
ican colleges in the Orient are also 


‘turning out wonderful workers. 


Recovers From Earthquake 


“In Japan the Y. M. C. A. has been 
of greatest service since the earth- 
quake. In Yokohama the building 
was one of the few large ones which 
survived and it has served to house 
all the important activities of. the 
city. In Tokyo the headquarters is 
being made into a much better build 
ing than before it was damaged, The 
international committee sent funds 
immediately, and the quick response 
helped to make better feeling. 

“In Rome, which | revisited 
years, I found the greatest 
growth in the association. It had 
new central buildings, built by funds 
Which had been subscribed bv local 
business men to supplement those 
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HOTELS AND RESORTS. 
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ENGLAND 


ae mr 


Two London Hotels=> 


a 


/Rembrandt 


Steam Heated Bedrooms with Private 


Bathroom 

These Hotels, named after the great 
Painters, are situated in’ the most de- 
sirable positions, easy of access from all 
parte of London. They are under one 
management aod bigtly recommended, 
offering the maximum of luxurious re- 
finement combined with the jatest hotel 
improvements eat very reasonable rates. 
HOTEL RUBENS, Buckingham Palace- 
road. Victoria W600, facing Buckingham 
Palace. Residence of UL. M.. the hiog 
of England 

HOTEL REMBRANDT. South Kensing- 
ton. 8. W., Kensington 8100 110 :ines), 
facing the Victoria and Albert Museum. 
TARIFF ON APPLICATION TO MANAGER 


ns 


popular und well appointed 
Temperance Hotels tn 


CENTRAL LONDON 


Opposite the British Museum 


THACKERAY HOTEL 


Russell Street, London 


Two 


Great 


Near the British Museum 


\ ( I KY HOTEL 
KIN iS 4i4 434 
Hart St.. Bloomsbury Sq., London 
Bedroom, Breakfast 8 6 per “igut 
& attendance from , 
Full LTurif & testimonials on application. 

lelegraphic Addr 
Hotel. “‘Reoheraft 
Hotel. “Thackeray 


Pa | 


Londen” 


| 
London” | 


Kingsler 
Thackeray 


CENTRAL LONDON 


. 
| > 
Hotel Gwalia 
LONDON, W. 
COMFORT & 
REFINEMENT 
Beautiful Restaurant 


piays daily 
Luncheon «& 


Upper Woburn Place, Cc. i 


— -_-- _ 


a 


(ire hestra 
imiring 
Dione 
lt loors 
ing 
and Cold 
TOOT. 


lelephahes oo all 
(entral liewt 
Running Hot 
Water in every 
Pancras «& Kings ¢ ress 
fer West bene 
bath breakfast 


Kuston, SS! 
Stations (‘entral!s 
(ity & Thesatreland 
attendauecee® trou 
Telephones Museu 


7 
‘belegt sms GWALIA!I el. 


Neul 

seitthated 

Bedrootl 

aecied ba the! 

O4 & Kio 
Laren DON 


LONDON, ENG. 
Queen's Court 


38 and 40 Queensborough. lerrace 


Hyde Park, W. 2 


furnished 


eusy Mi 


hate! 


gas 


reslae ntia! 
all 


Vere eomfortabliy 
—\e eliernt 
t aud 


Terms 


cubs ne ee parts, 

ines Decrooms 

from 3 guineas 
i2 6 per day. 
Phene Park 2.079 


Kings Head Hotel 


Charming Old World River Garden 
BOATING—TENNIS 
% hourly 


ree 


per week: 


service to London 


miles) 


train 
(18 


SHEPPERTON-ON-TIHAMES, E.NGLAND 


Miss Butterworth 


SWITZERLAND 


‘PARK HOTEL& PENSION | 


“FAVORITE—QUISISANA" 
BERNE 


First Class Family Hotel 
Equipped with the latest comfort. 
Suites with Private Baths and Toilettes. 
Hot and Cold Water. 

Quiet situation, beautiful extensive Park, 
8 minutes from the station. Garege. 
Pension terms oe FS Frances upwards, 
A. : 


ORN 


—THE — 


BELVEDERE HOTEL 


Lausanne, Switzerland. 


ist class family house overlooking. lake 
& Alps Inclusive terms 12-18 francs. 
_C. Steudler-Gehring, Managing Propr. 


= —_ — —_———_ 


LAKE OF THOUNE-SPIEZ 
SWITZERLAND 


Park-Hotel Bubenberg 


First-Class Family Hotel. 
Tennis. Golf. Inclusive Terms from frs 
12 upward. Apply for Prospectus C. 
WALTER RAETZER, Director 
Manager at the 


HOLLAND 


Hotel Clarence 


Scheveningsche Weg. 
Hague) 


110, Oude 


Scheveningen (The 
British management, central heating, hot 


& cold running water in every room. 


IRELAND 


Comfort 
at 
Moderate 
Prices 


Stephen's 
Green 
DUBLIN 


Phone 158) 


ALASKA 


~The Hotel Alaska 


. A. FOSTER, 


Central Alaska’s Leading Hotel 


Proprietor. 


Hotel bus meets all trains 
of Alaska Mining belt the end 
of Government Railroad. MRichard- 
son Trail. Tananaand Yukon 
River Routes 


FAIRBANKS, ALASKA 


at 


the 
the 


CANADA 


HK mpress Hotel 
217-19. Sixth Ave. West 
European Plan 
100 COMFORTABLE ROOMS 
First Clase Grill in Con: ctioa 
FREE BUS MEETS ALL TRAINS 
CHAS. TRAUNWEISER, Prop. 
JOHN SWAN JACKSON, Manager 


THE LURCGAN HOTEL  Wotel Strathcona 


Cromwell Rd... So. Kensington 


London. S. W. 7. Eng. 
House ‘bs mn all 
Porter Constant He! 
ges ine lusrve 7 th 

Breuktast 
Phone Western 
Station 


MOTORCARS OPEN 
AFRICAN DESERT 


—_—- 


113-115 


Red 
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si] zm if 
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Frenchman Goes From 


Algeria to Nairobi on 
Official Expedition 


Vonitor Bureaw 


LONDON, June 1—-That it is only a 
matter of time for even the most re- 
mote parts of the African continent 
‘Oo he opened up by motorcar is evi- 
cent from the story told by lL. D. 
(Galton Fenzy of the wonderful jour- 
nev from Algeria to Nairobi carried 
by a Frenchman, Captain Delin- 


’ 
Specs Tree, 


aut 


*ee, stanieywwille 
Or me2e00 S719 


- ye pera 


for fhe Christian Science 


Monitor 


Specially Drawn 
OUTLINE MAP OF AFRICA 
Showing Route Followed by Captain 
. Delingette in Journey From Colombe 

Beehar to Nairobi. 


gette, and his wife. Mr. Galton Fenzi 
himself did a lengthy cross-country 


trip last year from Nairobi to Mon-| 
-galla in the Sudan, He tells the story 


of Captain Delingette in the African 
World. 

This French officer, accompanied 
by his wife and M. Bonnaure, the 
mechanic, left Colomb Bechar, 
terminus of the Algerian railway on 
the northern edge of the Sahara 
desert. on Nov. 25 last year, and ar- 
rived in Nairobi on March 2: He 
hopes eventually to reach Cape Town 
and. as he has completed the most 
dificult portion of his journey, there 
is every possibility that he will do so 
His expedition is officially recognized 
by his Government and is for the 
purpose of establishing commercial 
relations in Kast Africa, reconnoiter- 
ing roads, assisting transport, and 
investigating possibilities. 


Four Cars Start 


Across the Sahara they were ac- 
companied by three other Renault 
cars (Captain Delingette himself 


into 


| Of 


and 
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the | 


Vicroria, B. C. 


FIREPROOF & MODERN, REFINED 
& HOMELIKE 


European Plan Cafe a la carte 


Rates $1.50 per day up. 


French Dahomey on the 
borders of northern Nigeria nine 
davs later. Here Captain Delingette 
parted company with the other cars. 
which went west, while he made for 
Lake Chad. There he was unable 
io cross the river, and had to return 
to Kano in northern Nigeria, thence 
round the southern portion of Lake 
Chad, and so on to Fort Lamy, in 
the Belgian Congo. 

In the Lake Chad district, which 
belongs to the French, Captain De- 
lingette says that there are over 3000 
kilometers of first-class roads, and 
every administrative officer has to 
keep five cases of petrol in his store 
to sell to travelers going through. 
From Fort Lamy they went south 
through Bambari to Buta in the Bel- 
gian Congo. This is on the new Bel- 
gian transcontinental road, 
links up Rejaf in the Sudan 
Bumba on the Congo. 


wovernor of Congo Visited 
From Buta he on the 
road to Stanleyville to visit the Gov- 
ernor of the Congo, and then on by 
some 


Niamey in 


went new 


Niangara and Kile to Irumu 
o miles from Lake. Albert. From 
lrumu they went across country to 
Fort Portal, having to cross en route 
a mountain 10,000 feet high to get 
Uganda. From here, via Kam- 
pala and Jinja, they reached 
robi, having accomplished a journey 
10,500 miles. 

Three days later Captain Delin- 
gette left, making for Dar-es-salaam, 
Lake Nvasa and Abercorn in Rho- 
desia, thence-to Buluwayo, Johan- 
nesburg and Cape Town. 
turn journey will be the same 
Nairobi and will then follow the 
road which Mr. Galton Fenzi trav- 
eled to Mongalla and via El-Obeid 
Khartum to Cairo. 
ro the travelers will journey through 


to 


Palestine and Turkey to Constan-— 
tinople and they hope to be back in| 


‘Sa 


with four-wheel drive, which | 


Paris by July 14. 

The car is a 10-horsepower Re- 
nault, 
enables it to go through sand and 


'mud. It is fitted with 12 balloon tires | 
and has five forward gears, enabling | 
it on its lowest to tackle a gradient | 
With the exception | 
the expedi-| 
found roads practically every- | 


of one-in-one. 
of 
tion 


the Sahara section, 


MISSOURI 


ew PA Me eh Rt 


se et LLL LLL LL EI 


Every room ts a cool, out 
side room, with private 
bath, circulating ice 
water and ic 
jan 


RATES: $2 TO $3.50 PER DAY 


Large Park, i 


Montrose Hotel 


L. 1, FITSCHEN, Prop. 


HighClass Residential and 
Transient Hotel 


40th and Main Sts., Kansas City, Mo. 


Across stree' 


frown a Christian Science church, 
Rates Reasonable by Day or Week 
Write jor reservetton, 


HOTEL KUPPER| 


zy KANSAS CITY, MO. 
European Piaa 
$1.50 to $4.00 
per day 
Particularly desirable 
for ladies. 


HOTEL RUSSELL | 


visiting the city. 


In the centre ' 


CALGARY | 


‘(homelike 


which! 
with | 
Nai- | 


‘The re-| 


From Cai-. 


en 


Bellerive Hotel 


4 quiet high-class hotel for students 
Rates and information 
on request. 


KANSAS CITY, MO. 


- Hand Lyndon : 


Desirable for women trave!l- 
ing alone. Special rates on 
extended stay 

from a Christian 
Science church. 

Hirde Park 3770 
Avenue at 3lst Strect 


AcToss 


‘ 


(=) 


ee ee eee —————- 


KANSAS 


HoTEL MONROE 


HUMBOLDT, KANSAS 
“WILL PLEASE YOU” 


A Good Halfway Stop from 
kK. C.. Mo., to ‘Tulsa 


OO 


NORTH DAKOTA 


4 i . FARGO, N. D. 
The Gardner ‘5... 


°*> combination sample rooms with 
bath. $3.00. $4.00. 70 rooms with running 
water, $1.50 to $2.00. 80 rooms with bath, 
“od to $4.00. Cafe and cuisine unex- 
celled. Restful, quiet—only hotel not on 
a car line. A. H. LEIMBACHER, Mer. 


—— 


WASHINGTON, D. C. 


Burlington Hotel 


Five Minutes’ Walk to Everything 


WASHINGTON, D. C. 


380 Rooms—With Bath, $2.50 to $4.00 
_ Table d’Hate, $1.09 and $1.50 


notion 


The DRESSEL HOUSE 


ANTIOCH, ILLINOIS 


Located on beautiful Lake Marie. A 
place with pleasant sur- 


roundings. 


we for booklet or phone Antioch 


PENNSYLVANIA 


THE Tol noerris Hotep 


Philadeiphio’s New Hotei 


208 Rooms 208 Baths 
Arch at 17th St. and the Parkway 


Every room outside, equipped with bed 
lamp, bridge lamp, writing desk, telepbhese, 
circulating ice water, Saturday Evening Post, 
morving paper free. 

The only hotel in the world with radie 
reception inp each guest reom. 


—_ ee ee ee 


OHIO 


Hotel Elyria 
ELYRIA, OHIO 


K. M. MUSSEY, Manager 
60 Rooms, 23 Baths, $1.50 and up. 


Especial attention to Tourist Business, 


LL 


SO LS AL Lh. 


n Hotel 
HOUSTON’S NEWEST 


OPENED OCTOBER 1ST 


200 Rooms, 200 Baths. Rates $2 to $2.50 
Fireproof 


HOUSTON. TEXAS 


where and were also able to obtain! —— 


petrol whenever they wanted it. 


NEW NORTH CAROLINA BRIDGE 


MOOREHEAD. CITY, N. C., June 
11 (Special Correspondence)-—Final 
surveys before beginning construc- 
tion on the concrete bridge which is 
to connect Moorehead City and Beau 
fort are being made by state high- 
way engineers. The project will in- 


volve nearly a mile of concrete con- | 


struction and a little more than a 
mile of causeway building. It is esti- 


mated that the bridge will be com- | 
in time for next summer's | 


pleted 


| drove a Renault), and they reached ! traffic, 


LOUISIANA 


Se ae 


|The St. Charles 


NEW ORLEANS 


“THE PARIS OF AMERIC&™ 
One of America’s Good Metals 


ALFRED 8. AMER & CO., LTD. Preps. 
== = 


For additional Hotel Advertising 
see following pages 
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LLL CLL i i es mt er re are 


aeHOTELS: RESORTS: TRAV L& S 


~- 


ee 
LOL A LL LE LE AL LAL ALE A A NT I 


CALIFORNIA fees MOTOR TOURS _ 


we MOO Pea OL LLL ALAA ALAA 


Leung ee LL TT NS ET AT RR NE ARS MER RMR RR Na 


NEW HAMPSHIRE =| MASSACHUSETTS | _ 


| a Wu tae) ba W— | 7 De Luxe 
New qin ire fae: On) || se. : Sae oF | Parlor Observation 
Ses ‘gl Diet pee UNION | Coaches 


SQUARE 


7 ' j } Px tae ee: éé : ° ee] | | 
| a : * ~~ ~~ i “ * ; 7 7 
| 7 | Bi S AN F R A N C I NS) C 0 sf p berkshires” TOUR SIX-DAY TRIANGULAR TOUR Litpanee u®- 
(4) Li Me O} | ae Se | typi alifi horoughly S eRe re2y SA. M Tee emlacludieg BARK TRAU: TO, ATLAT Vouk. AnD 
| i . ont le Typically Californian in its scenic setting, thorougmy vam ory MOUAWK TORIC AND Ane STEAMEM TU BORTON. Roane trip fare 
, , A , 


here, modern in every detail of equi | BAM TOUR—Kvery Monday and Thursday $45.00. Tours operated twice a wee 
Franciscan in its atmosphe ae } A.M.—Hotel rooms and meals, $37.86. Boston and New York beginning June 16. 


ment, the Hotel St. Francis is “home” for the world traveler. | beribing June 16. 
TWO-DAY TOUR TO CAPE COD, $22.56. beginning June 20 
Dally tours around Boston, also Plymeosth, Gloucester, | 
Salem, Marblehead, Lexington aad Concord, 
“si See at ' Write fer full deocriptive ‘alder of above tenures and free map of New Ez 


HOTEL CECIL GRAY LINE MOTOR TOURS’ - 


st COUPLEY-PLAZA HUTEL, BOSTON 
| Telephone Back Bay 2486 


Management—Thos. J. Coleman 


| Gra Tine literatare at all tourist apencies, leading hotela and “ASK MR. FOSTER” 
_Intemati on Offiors throughout the world, _ sf _you_ cannet de } supplied neste A. 3... direct. | 


New Ocean House|\ ff Self | oad rer = 
and PURITAN HALL || ff. - ql ~ — pone 


Swampscott, Massachusetts le Cu | , , “a “40 MOTOR TOURS 
ANNOUNCE, the, cheng of te sown | | UN MEDIO : Get nerenpes” ||| pecially for Women Day Cruise 


Unsurpassed cuisine. Modified golf course, i -- ; " ; reve gre - : 
tenni*t, private beach, medel garage. e ‘ 2% a- Room Rates 2 2 3 hye — er D. ha am te Ava 

Two wonderful orchestras; for dancing— = : | ‘bp . Merk@res = Adicondacke Great Lakes 
Dok Eisenbourg’s “‘Sinfonians.”’ exponents ‘- 3 . 
of all that is newest and best in modern ; ; : LEO LEBENBAUM, proprictor aap name 20 Cone Cod Islands 
music: alse Frederick Mahn's Concert | a ; : 5 
Orchestra composed of Symphony artiste, . Og > ( Also EUREKA INN, EUREKA, CALIE) T our commence June 27th and . THE steel — 


Private parties and moter guests are as- , , —A. ' antinue through October. 


sured unusual consideration, fold t pon Lakes ‘Frenait 
lescriptive folder sent u Fe bn dare from al hg a 
request on Lake E ae pel ers Se 


ry He / 
The Summerland Mecca a ie a danandas H ’ ; K | 

FE. R. GRABOW COMPANY, Ine. O ¢g enmore Every room an Arrnged and —- conducted perior. remne 
: | 2230 


= ° 
¥ ee = piers Lepar Swampscott, Mass. » | 
for Happiness and Recr -atlo n HOTEL PRESTON Reo Biel 496 Commonwealth Ave. , (fi . oe ghabo Ny es | :DNA rh ADAMS 
ice thoughtful |] Cenral Ave. Hartsdale, New York 


—___________———|] Boston's Distinctive Hotel oan. € sien, 
OR nearly a hundred years New Hamp- seer a eae O ! c ote Pg HE oe ee 


shire has been one of the most favored SEN GD Gee | EVERY COMFORT TO THE PaaS theatres, shops, ||| — 
. es : | . id wate~ wane Sag TT EY boats and trains. jj | . iL ° For further informa 
vacation lands of the nation. More than a oy TRE Soll TRAVELING PUBLIC cauey vine, boats ane treo, | Colmbia River Highway revervations cal ip cela 
ll iS! a ray fr ‘ : st fine | and 
million visitors enjoy its resorts every Summer | Just away from the noise and & Che : newest : 
: | CLIF asta convenient to all part. sf | | es | M:.. Hood Loop Trips J. F. CONDON, 6. P. A. 


and Autumn, convenient to all parts. - Write ~ coal 
& ages | | Great Lakes Tranait Oorp., 
Cottage FPaepecicx C. CLIFT and retes | Wrte for booklets or reservation, 228 Erie Street, 


Here are the majestic calm and power of the | NORTH SCITUATE BEACH EUROPEAN PLAN President Th e Clift CIRC]? TOURS SIGHTSEEING CO.| “® Buffel, ¥. ¥. 


-—. te 


° bd ° Minot Post Office, MASSACHUSETTS i S. Warp 35 l Mark, near Park Brdway 6129 
rid-famed White Mountains, with 86 moun- iS ‘Sikes from Ieatee. Uses Stale vende. || or - 7 | ow 5 Faerie 
world-fa ’ | Idea! naiecuadn gp tadican 2 Arion 8 Minutes from Park St. Subway manne Mgr. SAN FRANCISCO oa _ PORTLAND, OREGON | 


tain peaks in an area of 1270 square miles. Sandy Beach. Safe Surf Bathing. CHARLES mE. PHENIX. | eo Fo ee % 


Special rates from June 20 to July 15 . 
Gené¢ral Manager Ae eS AP RE DEAREST 


From the summit of Mt. Washington, “the BR COLF TENNIS AND 


SADDLE HORSES 


crown of New England’’, the radius of view ie Plenty of Sea Food = | | STATE OF WASHINGTON 
: | Hotel Stewart | —— — 


‘NEW YORK CITY 


—S.. + LLL ALE A AAA AALALIRE PLE ALLL 


Herbert G. Summers, Prop. 


¢ ndred miles in all directions. | F. Burton Visber, | eC 
extends a hu d ; : Resident Manager , SAN FRANCISCO 


re ne ee ee ee ee 


; ; , , ; tet St., juet off Union Square 
Here is bracing alr perfumed with pines. aa ae ie THE seer meal anid mane structere, becnted 


——— in midet of theater, cafe aad retall store 


Rest and recreation in the quiet of the hills or pomeerees geste ee 4 N c 0 IN S H | RE one ar acl wipers tag” tsk 


2 4 
the sloping forest shores of lakes of marvelous MERRILL HALL iti? Monsnes soa BATES MODERATE | z 
beauty —ineomparable Winnipesaukee, with EAST GLOUCESTER, MASS. Smart Hotel ,Dreakfaet Gee. Ste, 13) Bee ae 9 E. 39th Street 
t : ‘ t Bive TF r Stree aon ane S ‘a ; Sx. we ; : 
its three hundred islands, Lakes Sunapee, Open June 20th At Five River Street in Reacon Dinner $1.00 {Sundays $1.25) at Mh Ace 


within easy walking NEW YORK 


Squam, Newfound, Ossipee and smaller waters An ideal hotel at which to spend your distance of shopping and theatre 
| A quiet hotel where one reads | 


summer. Centres ‘Seniiendimemaines 
and sleeps in peace and quiet- 


cradled among towering picturesque peaks. is me ha Common. atid. harles "iver ee 
Then in sooth 2 ness. An atmosphere at once 
=i refined and cultured. 


running wate Private baths. 
Electricity, and screened throughont, ; pianade: eo ae 
Portsmouth and the beaches of Hampton OWNFRSHIP MANAGEMENT the: in Negarative ‘and Hotel Clark 
THE SPRING Superior tee Service at Mose | 
A partment-Hotel SSS: Gh | 


and Rye are the outstanding features of a sea BUELL & CROSBY ee: ry aa Corner Eddy and Taylor Streets 
| ae ° . iliam SS, rien 
coast as quaint, historic and beautiful as any — + tie Hotel Herald 
in America, whose charms have been pictured es Cnn Mila sail Seinen Dia 
Two and three room suites 
fra home" in a Rec sew ik | Me |G patm Beautifully furnished. fros 
si¢y fireproof structure. Hotel uD. a nice home for nice 


by Longfellow, Whittier, Thomas Bailey Kates: $1.50—$2.00—$2.50 
rems and service, and apart- = A. R. SMITH 


One Management 
m@ts completely furnished — 


Aldrich, Celia Thaxter and others. BR a r) cs roft The Charles¢ate SAN FRANCISCO 2 
) 07678.) draxing rooms, baths, electric a Formerly of St. Regis. 


ee Come to New Ham shire this summer. Send | nique In Roston for its nuusnal com- on adie Shean ‘ata 
Olle: 11 Pome see } p Worcester. Mass bination of friendly atmosphere and indi- eg gi oo *Maguiteeet Beet 
-GFranconia Notch 


eZ 


ai 


a 


i 


coe " 


Wi 


the coupon for interesting information about | vidual independence, ts ete ee eee | 
Office apartments with large roomea, Ulmpic Hotel. Rates per day: A MANGER ROTEL 


The Rendezvous of the torn open fireplas re ania Byrne fous r losets for ° ‘ In Fasy Hel, $2. nM and up. Apart- 
and eer FM ‘raveler permanent or transient occupancy, Walking 
LL, 


! f Charl Ri p mats, $4.00 and up. =z 
SHAS. 5 "E NODST rie tes view 0 Charles Rirer er ead istance of <= P : = 
CHAS. S. AVER Mer. ania ae teed Bary Bark. oa te fifth Ave. at Spring St. 
2 ATED SCRE I Corner Charlesgate East, Beacon and ; SanFrancisco and Shopping Cc 
174 Kilis St Districts. O O O fee 


Mariboro Streets. L St. sumelndiale . i 
" Cwnenebio Management of 4 nH ' iM HAP i! TEM unis Ut i Cadi bd 


COUPON ASPIN ATi | HERBERT G. SUMMERS i citeninn cummin gam diet iinet WM ies | 4 W. 31ST., OFF 5TH AVB, 
, W (ine of the neatest and most comfortable hotels CITY 
Publicity Bureau, State of New Hampshire i, § pte HAMPSHIRE offers farmers soll, cllgate and location ame the cif Centrally lovated. O a . 
a in ” ’. fre ovate ne perso Seattle. Washington NEW YORK 


17 Park Street, Concord, N. unequalled for the production and marketittg of several im- LENOX. MASS | $2.50 in the thi persons $3.50 per day any } 
ABAL eq f shale rveil itt i¢ ous 


Please send New Hampshire information portant crops notabliv apples: also berries poultry and market ; t : bla Most advatr 


seein tescin nanny Sain te, ate m_comn ate er Mannan | In the bed Beeshies | HOTEL, PRINCETON’ ——— New Washington Hotel asia adi aitt 


New Hampshire booklet with road map Granite from the “Granite State” is nationally famous in build- Opens June 20th : . 
suoway iines, 


the state and its attractions. 


Hn aN i AS 


wr 
4 


iv 


.. Fruit Farming () Poultry Raising ing, paving and memorial work, New Hampshire has no state : 

: Equipment and service that appeals | 

eae “yaage tax on earned incomes. It offers many opportunities for earning “ “a persons of refinement 1277 Commonwealth Avenue, Boston BA : mith Ite superb toe Rates Per Day 

_j Hotels - es —" and investing money; many advantages asa place fora perma- GO 7a TENNIS RIDING ,. - fear >! " You ll find delightful se- Harbor and Penet | Room 
| | ; *eeeee a0 $f 


') Camping Grounds 


May we send interesting booklet? minutes from Park § St. Attractive ‘ ’ , medera conveniences at Log! - peal to discrimi- eaten with private bath 
rs 
¥ 


ianelids” i ae anaiinn . ; : —— » ' < mts ¢ : th . W . etl be | 
STATE OF NEW HAMPSHIRE PUBLICITY BUREAU Winter: Resort: Princess Hotel, Bermuda | &Pariments of one, two oF (Once erma yong Sow sataas WY rate aie nating readers ot | Double rooms, private bath. . 4.30 


rnis , Ry / ie 4 
SRS IR 1a SEANCES ete nent or temporary residence. American *-3ii ek: COLUMBIA sarnele The Christian Sel Bedroom and bath.... 1 
hylan dining room service. oh : A 41o Frevcivce MOTEL : ence Monitor. NO SiIGHER RATES 

pee ee oe eT See Francisco - ; 4U reems equipped with . 


acon Arter private bath. 


* comme 5 Ge ¢ GED ¢ GED + Gu « Gm s em + cue + tate European Pian, 


ve tacs mn us mays © QML HOTEL PURITAN | HOTEL SOMERTON | =e "SS || | HOTEL ST. JAMES 


| | 390 Commo Street, “imes Squate | 
i ie | RHODE ISLAND | Swampscott, Massachusetts The Distir oe Boston, A comfortable ‘place te relax be. Operatd by J. C MARMADUKS 108-18 Weet sath | treet, ° 
. - ua e IO OI ( es | gi Pee ONLY 30 MINUTES FROM BOSTON oA aaiheon Ho ive tween the enjoyment of the City’s |] | An hotel of quiet dignity, 
Mountain V 1C WwW C| | | A pleasan’ place to live, stop awhile, or dine, | nag ie sabe aot ” Cuvtetinn Salenee ahuoale ¥ Rainier Grand wei De oe ] ee ee 
| ROOMS WITH BATH SEND FOR BOOKLET) | oteis inthe world, 4 : | / A > he : h ) . 
uD C. 8. Andrews 440 Geary St., SAN FRANCISCO = ‘>| fi ee 
House A atch Hill Telephone Breakers 9091 er 75000 | Mer. Send for Our Booklet with ite ~ | & Retes end Bn age Sie 
In-the-W hite-M ountains 


° 
Not restricted to members only Plimpton Ruwope Istanp TERE sD 7 ate ti ty ada seumebemauniliitignantee neem tas 7 ot Sattle Resa Bat Pears 


f : Offering a selected clientele of : ~ eens Cee ER ae ae ya _ 
" " + 4" ‘ ; pentle olks Fe i ic] "PCTe: iu ' 8) bs WASI INGTON 
W HT] Il ILD, N. H. pe — . <p tear” rest Hotel ‘ pens : "The never-too-much-trout .¢ kind of Service” 


under wholesome but unpretentious = He 
conditions. June Ls , “p You ar: invited to St 
~ a 


Open June 1; Seilierd: Bow Hampshire Wek Oe 7. =~ -~ietealgocie WILTSHIRE HOTEL | ti oiciren “Sn the sMezzanine floor. 


j iy % « ed . a b : . N , ‘ % 
The cuisine and equipment of a Between Keene and Brattleboro, Vt. WITH DI ON STANDARD * Te hina Moun r STOCKTON STREET NEAR POST AT UNION SQUARE any fmone mnmrergieees ane meueas: 


= soeniminad 2 : ane LW : /in this lisplay. 
hotel. |The appointments and fur- OPENS JUNE THIRTIETH OF CUISINE AND SERVICE : PF Rerart Secrr ir age —Mabrey House— SAN FRANCISCO | 
; ou ue = | “SR  Cooniet and rmation fr ; . . D ° 
The atmosphere and outdoor sports Tennis, Boating, Bathing, Dancing HAMBE vas M a fron Ocean Beach, New London, Ct. HARRY BOYLE, Manager | ne Proven ine so to ence oe men. Club advantages with hetel seerie service in heart of 
2" oF igh Mrnign a etc inie  coneen ‘i ] c Golf Tennis Safe Bathing AGAMS.N RT TES . (Under new management) | or, Bedroo m and Bath, 84.00 | | Uptown business and amusement 
under the ow nership and direction ie xO f igen ear Sailing Dancing Boating | bad “LASS — Leow cpap — tg en a | | ind 96.00, Rates from om $10 ‘weekly, $2 daily 
of the Vodge family ; @ secenic iinkse of New amps Ae gC OALINE, shing, ancing. to ———— WHEN IN | RA. NIER GRA 


: . fre ee : rooms, xcellent table. O J 
W. F. DODGE & SON "Managing Director _||||| #ENR¥ W. ®. DUTTON, Manager VAC ATION - “October 18." Rates on application. | LONG BEACH, CALIFORNIA 


Managing Director 
Cc. BE. FOLEY, Prop. Stop at the | ‘AS, J, KELLEY, Manager 


IN THE COUNTRY | — | HOTEL SCHUYLER |= | Hotel Continental 


eae | 
Write for free bulletin giving list of farm | | 
THE SUMME Sf homes in Masaachusetts accommodating e#um- 117 West Ocean Boulevard 


sta, iolf, ennis hoa ling, the itt Leadi Eure a PI H a ed 
yee Sain’ » Whi M ’ si | ninnisements Pe onthe Benge ail ~ OREGON | center of the ‘activity ot one or y ~ Saal _ NEW JERSEY Cc f N Y ’ Acti 
~ f in (’ p gr - the country. ah: rag ’ ae eautiful beach cities in von America. ~ AA Fi a enter o on” ork’s ivities 
is. HOTEL ALPINE | Ke MOUNT Vamps Sepeed | 25 | f. AssacHUSETTS DEPARTMENT of ‘HOTEL PORTLAND tence I nano : Room with bath, $3 and $9.90 
k,N-H.p TAMWORTH, N. H. Pn iv HLL? Sei AGRICULTURB pcoeseaewes onl : cean wer | 
H. Batchelder, a : Y ~~~ " ’ Room 136, State House, Boston, Mass, : ! Seals | = 
. tS Vraimont Cottages for Adults. Glad- as : ; da . Ba | I ORES r 7 ODCE , | — 


: : = | Asjury Park, New Jersey | 


Orchestra. = Hill for Adults with Young Children. JIT RD . oy : Offers you its friendly hospitality 


, | rer, Ex. a —— ~ ~~ * for a real out-of-doors racati 
prem: cal gg oe oe i |See our arly. under “Camps,” Mondays Block Island, Rhode leland PI T Sk IELD, M A SS. “ a — —-~ cor te “awimming pool. Se Block ao beach! rooms en suite NEW YORK STATE 
Booklet an ee and Thursdays. Write ) for booklet. Open July 1. ennis, fishing. hiking. danc- With iath; elevator: white 0 uses, | aaa = — mae — 


os 


Broadway and 41st St.. New York 


Special rates July and season. | ing. campfire, entertain- | capacit’ 400. Booklets and rates upon | 


Bate heider, Prop Bi | -——---—-- — ——————————— 
“RAY rt HELDER. M — | ee | HOTEL AD | | Th M | d | sage | _: mente, Sesttecy plumbing. | request 
= ~1 hers : | R AN s ap ECE woo . — eae WEST | EWELL & CRAWFORD A D I R O N D A * K S 


Now open. Ocean View mana t. | : , 2 fin 
| Bathing, Boating, Fishing, ee ag | 38th - al | PORTLAND OREGON GREENVILLE Owners and Proprietors 


Plumas Co., Calif, 


| OLEAN GROVE, N. J. 


T wkeo : 
ES eg MAE | VERMONT 358s 
| Camp Baldy, California | Directy on Ocean Front. All guest. May to Oct. Blectrified and every- 


re os : from Boston. Ideal for Children. | | | an 

VAR. GE . a ‘. : oe * 

KEARSARGE, N. H | Comfortable and homelike. | (Wo R TH Y INN, | Curis jl lo ll FL. | er .. Bnd | | rooms overlooking sea. Hot and cold | ~ gg ory Gara me ot ae 
, ™m 


; inant canta oa mae | OW OPEN | . | : so 
White Mountains ee ss ee CAMP BALDY Seaside Hotel 


‘Ocean House’ MAINE | VERMONT 


Near Mt..Kearsarge Now Open | Thoroughly modern. Orchestra. ; . 2 
Many fine welke« and drives, Auteusobtion for Fine Bathing, Fishing, Tennis \ ' LENOX, M ASSACES -gypiad em 7 Extravagence” Only J Hours from Los Angeles peeiee ener SF es — . Dine: . Himbing, " eaanel 
hire. Golf, Pwimming, Tennis.” Orchestra. and Golf. Good Roads. Special Manchester-in-the. - Known for its delightful appoint. Lita LAN 3 Beautifully situated on the roaring | CHARLES G. STOCKT ON | Attractive illustrated Bookiet 


charming surroundings and i: aed | & Rates write 


Best of drinking water. Our Owo Farm. | July Rates, at 7 ments, ‘ ' 
for Booklet : Mountains, Vermont cpebe eh EPti4 ME ‘San Antonio Canyon Stream: view of 


Writ == tecreation of all | | sé 
GEORGE W. RUSSELL. Prop. | U. Simpson, Ownership Management | ee outnine. = wn | wren. ft veg, 5. am mountains from spacious dining room : | Cc. M. RARRETT & SON 
nnn oa Booklet. Open June 27 American plan. Rooms ib | SACRAMENTO — eh sl 2 abandance with the | Old Forge, 
| | | CALIF, | ping tents, | Herkimer County, New York 


; ai with and without bath. 
NEW HAMPSHIRE ; nout bat ATLANTIC CITY | 


HUNTOON HOUSE! Hotel Sachem Sports of all kinds. Music. on | Le : TIC CITY _ 


NORTH SUTTON, N. H. | OGUNQUIT, MAINE 


ir Saddle horses. ‘THE OCEANSIDE eck Ee . — | ¢? anana | ITS ey es features, comfort and 
: NOW OPEN Santa Maria Inn | > “qecaghiniareae SLR ISY CMRP 


Booklet on request. 

“On the lak = q | Phone 1000. Ownership management. 1&th M ‘ . al 

ake amid the mountains Near -Beach, Ocean and Surf Rocks: season. Superb ocean location American Santa aria, California | io BIG MOOSE, N Y 

ie the tlhe te gles your gommer tace- | good oleves.. Tennis. Croquet on | NOW OPEN plan. Booklets. Also | : ~ j . . 

200 alles trom Boston. Kports include | rounds. Golf Course near by. Garage | SNOW CREST INN | Suehwar, wtuar beteeme tone 12. a Tht peg Te In the A 

efinis, swimming. canoeing and horse- | melike, | JAMES T. BROWN. Mana i 4 &g len miawa et ween 7 4 dirondacks 
) : IWN, ger Angel ee and San Francisco | 


“fiding. Orchestra and dancing.  (Crens Accommodate 100. Terms moderate. , . | : MO : 
12. let, Address R. L. SEYMOUR, | | Sor Booklet or information appy to FRANK WEBBER, Resident Mer. | or aegggen ta Park, . 5 ea very room with bath. ¥ An eas Oy With all 


B. LITTLEFIELD, Ogunquit, Me ‘s Winters, Edgewater ‘inn, Bt. Petersburg, Fla. | LA JOLLA, CALIFORNIA : : — Address: ROY C. HIGBY, Mgr, 


onan renee ewes -Senerewae = 
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NEW YORK, ¢he Sumueie Resors 


One of the bie New York hotels advertises New York City as the 
greatest American summer resort. And so it. is in fact. More people 
go there for their vacations than to any other place because there 
e more pleasures to enjoy. 
With New York Citv as a center one may conveniently visit, in 
iit a number of the most famous shore resorts in the country, 
and enjoy the varied life of the city itself, 
ne of the most pleasant wavs to get to New York City is to take 
hy ehort step over to Albany and then go down via the Hudson 
River Night Boat, the “Searchlight Route,” 


HUDSON RIVER 
NIGHT LINE 


BETWEEN 


NEW YORK CITY 


AND 


ALBANY—TROY 


SCHEDULE OF SAILINGS (Daylight Saving Time) 

From Troy, 8 P. M. From Albany, 9 P. M, and 11 P. M, 
From New York, Pier 32, North River (foot Canal Street) 6 P. M, 
On Sundays and holidays, 6 P. M. and 9 P. M. 

From West 132nd St., half hour later in all cases 
Passengers ticketed and baggage checked to all points 
Special attention given to societies, parties, ete. 
Express service accorded all freight traffic 


rail tickets. exeept those at reduced rates, reading between New 


’ ‘ tat 
York and Albany or Troy and railroad scrip are accepted 
on steamers of this company. 
Sutomobliles carried. Shipments received for prompt movement to 
New York City and points beyond via connecting Ilaes 


HUDSON NAVIGATION COMPANY 
MIDDLETON S. BORLAND, Receiver 
KMdward B. Wilson, Gen. Pass. Agt. 
S d ry f b k ‘ natural eoleve | a See Telephones: Albany—Main 4405 Troy—Troy 2161 New York—Walker 2200 
en or free OOoorR in | : | ry ; : : 
And ask about low summer fares and how you can | | PRI O PRS CPWSCAWAS CICARLD CARLID CARAS CANIS CSH Reresnsiha ie Vriaiion. 
combine the trip with a tour of Salt Lake City, | | cS AX, Land! 
Yellowstone, California or the Pacific Northwest. | | Se ee eee ee —e ee gow xs ISS es we 


° e ny 
Season extends to October 15. ! Krie Rail road 
Willard Massey, Gen'l Agent, THE SCENIC 


207-8 Old South Bldg., 294 W wre gton e en Phone Mair§49 Double-TrackPassenger Route 
weeny, (2... 2. A. 
ic R. oe Omaha, Neb. setween | SY Nar amor aN: oe 
N . r F ee e os ‘ a Oe. ‘a ‘z wie WAN | Vi ae ‘," T.. : 
New York and Chicago | 5 Ee Ue oe © Bee | aoe wo days from New York (no passports). Modern 
CHICAGO-COLUMBUS | LOLS) ON ce VF LS hotels and boarding places. No automobiles, railways, or street cars. 


bd o75 wah LP ag -~ "WH |i (i 
“SHORT LINE” || OF Scenic AMerica(@7es | LA || nr eee 


Erie R. R.—Hocking Valley Ry. via Line, 34 Whitsdall Street, New York, any travel bureau, or 


ONLY DIRECT LINE 


To NEW YORK 


VIA- CAPE COD CANAL 
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> ; ay sean el ’ en —_ PS hes New and Luxurious Steamers 
Ss ROSTON and NEW YORK 


Fivery conventence for Comfort and Safety 
Music and Dancine. 


’ * by q 
Ps See" | From India Wharf Daily. Sunday included, at 
Re | SP. M 
Ss | ‘ 
: » 
> 


; ‘ To PORTLAND, ME. 
Like Nothing Else Lane Crate Sree esr 
On Earth! TO BANGOR, ME. 


leave India Wharf daily except Sundays at 
6.00 PP. M. to landings on Penobscot Bay anid 


ATHER ane like " bit of another planetis Siaekit awh ieee See pat gree Ale 
Southern Utah’s new scenic wonderlanc— landings 
‘a vast, topsy-turvy painted country of mountin SERVICE RESUMED JUNE, 22 
and canyon and plain sculptured and coloredn To BATH Dresden N 
natures most spectacular fashion—the onen dor £0 Dt > Gardiner +4C. 


Leave Foster's Wharf, Mondays, Wednesdays 


to yesterday in Earth’s history.” and Fridays at 6 P. M. Connections made at 
I 


Bath for Roothbay Uarbor, Christmas Cove 
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BERMUDA © 


FOR IDEAL VACATIONS 


Journey abroad, to these foreign 
isles in mid-ocean—~a quaint and 
beautiful picture-book from the 
17th-century, a haven of haunte 
ing charm. 


v 


7. 


und intermediate landings. 


Sy 


SOLID LO SONU O COOMTOOIMOD 


eee, See something new this summer—go to Souh- ; al 
wm 29 crn Utah and visit To Si. Jae O. BS. 


To Eastport and Lubec, Me. 


; Ieave Central Wharf Mondays and Fridays | 
ION INATIONAL FARK week 
Bryce Canyon- Cedar Breaks BOSTON & YARMOUTH S, S. CO., Ltd. 
% fe Tr } ’ 
7 i To YARMOUTH. N. S. 
It isn’t far, and doesn’t cost much. Union Pacic cave. Contesl Whale, Satis. Seectara, | 
. ® y Th sua vs uni " ict rs Of ro - M. 
sleeping cars take you to the gates, big automobts peerecays O08 Feeren eS s 
tour the entire region and there are excellent livig cy rickets and information at wharf office or 
accommodations at all stopping places. Special Facilities for Automobiles 


Optional side trip to Kaibab National Forest ad | Daylight Saving Time 
North Rim, Grand.Canyon. | Ati D 


BRD CAWRD CANAD CPWLOPDODHED CPW ICP HAD? 


Bezmuda’s innumerable summer 
entertainments are open to all 
guests. And wonderful bathine, 
boating, fishing, golf, tennis, rid- 
ing, driving, cycling; scenic walks, 
magical caves, and sea gardens. 
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Marion, O. ——: ke 


a eee : Po - , aE Obhe POLES: , | t =} THE BER&“UDA TRADE DEVELOPMENT BOARD 
N IG HI L Y SLE EPE RS . O ColcradoWa j 7 £L a } 2 ; 250 Park Avenue, New York 
Lve. Dearborn ate-Caioago ) pmacation | Ny Ot Dyer eee wie has 
0:20 PP. M. (Central Time) . SY Yi ll st authorized the Publication of thts advertisement 
Arr. Columbus $:15 A, M. (E. T.) e€ to eC OW one books ° 
Lye. Columbus 11 P, M. _ | Ni 
— (KMastern Time) ‘ ee ae 
Arr. Chicago 7:20 A. M. (C. T.) 
For Reservations and Additional 
Information—Address 
H. C. HOLABIRD, G. P. A. 
Transportation Bldg., Chicago 
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never forget | Clark’s 5 Famous Cruises | os oa ks | ' fp 
Neer athe © a : } 


By Cunard line, new oil-burners 


NA TONAL | July 1, Summer Cruise to Norway | | | 
$; and Western Mediterranean. 53 days, | sol NES 38 | 
$550 to $1300. | eo) & 2) 
PARK | Jan. 20, Around the World Cruise | : SEY “ish )) \ $2 
. ME 


westward. 128 days, $1250 to $3000. 
4 | Jan. 30, Mediterranean Cruise wee sa Fee}: £ | | | 

Open June T5 to Sept. T5 — 62 —- $600 to $1700. Sch cae Wer Soe ey te Siete . ih Sam > A Ye, SS ou 1 
‘eb. 4, South America with Rio | my Ms es RES VE WwW Vv ms jpeg ) will see camels 
Come this summer—to rest and relax, or to hike, inn "sere: Aires; 50 days, $550 to ae a Aco Ln FP Gx Oty Ae 3 ER NO ym . eo treading the end- 

pine $1250. oe bie fo Voy SS a. a { | ——— Mgrs, f E 
climh, fish, ride horseb ick and camp out, just @s | June 30, 1926, Norway hy Oo, GRE o wees a or eee ae ee | at IT a Nags Fy — yee o — : 
you w ish. A million acres of lake-jeweled primi- | and Western Mediterranean; 53 days, | 35 i FF a eo a - = commodations are going snake CO ee 
tive mountains. And yet fine hotels or rustic | $550 to $1300. . a ee he BN Se ve af 2 fast. People want this . ae ae : weird music to the 
chalets provide every metropolitan comfort. You | — — hotels, drives, guides, oe Stee PO Es be, ie bt ek Don foe On a © & broad, stimulating experi- | Cu = = ye cobra, placid bullocks 
ean traveFk direct to the Park gate on the mag- ee, eee een CP uae 3 an ; ” , 8 ence. From New York. | ae drawing creaking great 

management. Established 30 years. : | | From New York fae - ’ 

: wheeled carts on Kandy’s dusty 


niheent New Oriental Limited ; 5 Rock Tsland Tines so reach across our Western Vacation Fe- | 3 Dec. 3rd. Christmas in the | 
| ° & CLARK, Times Bldg., New y ork | = Biot that ridh UTLILITNILe ad rum*be soe foul . affording th Wi le st | = Holy Land. New Year sin | Oct. — lL. ] QI5 highways, the ceaseless din of 
era ie : tase .. Cairo. One management ae Canton’s busy thoroughfares. 


range are available at a remarkable saving of time and funds, 
| Step on the luxurious ROCKY MOUNTAIN LIMITED at _ , From 8: —_— ; : . 
Low Round Trip Summer Fats | + ate OFF in the Rocky ee ee ae om ‘throughout by world's Fe ee pre Meanwhile all details of travel afloat and 
| ‘olor way to ellowstone LOCK siand 38 A#aiso 18 . _reatec avel avete ‘ ‘ JF 
—__o——— ’ the all-Pullman GOLDEN STATE LIMITED to | fe = «Breatest travel system. - . 1926 ashore are attended to by our expert manage- 
| ' } oO — Porn: i Mexico o ‘our ay. Al | 4OS ANKeCesS Prep tv . ? f . . 
. - . ; : "7 mal and gg es cr eboney (other hap spe lal trainn \Wiest : . ’ ) “we i : ment. European SeTy ants, trained in the con- 
Come for an all-expense-paid tour of 1 to 7 days | meals in dining ca her fast R slan : . EMPRESS PRES 7 tinental way, are always at hand to wait-on 
ve , ray | | one y: return another. Stop over anywhere, Let our ... : Ae lawali Japan al y, always 
I Mattivncst, Alacke, Califercia ox The LOS ANGELES | S avel“experia help. sou in your planning. “Pree beoniets =| OF SCOTLAND {| [chins dormeo you. You will enjoy the freedom of foreign 
the Pacific Northwest, Alaska, Californix te | : Seo and full information on request. : *hilippines Burma asi . : 
a ane | | ~ Se : 25,000 tons. : Singapore Java registry, pleasant companions and the comfort 


Orient. Open top observati | ) Via, the Southern Rotite sees ? ( Th ‘ he Ceylon India . . 
Pp p oO srvation cars through the } oe L. M. Allen, Vice-Pres. and Pass’r Traf. Mgr. | ; A perfect cruise home Meret Vonbe for which the RESOLUTE is famous. 


ke? e . . ALL EXPENSE TOURS | eet Rock Island L 
Rockies and Cascades this summer. For free $ ~ | noe Room 723, La Salle a ‘anil Chicago, TL.  . eens Wiel poled Algeria (or Riviera) These cruises offer the opportunity to see America 
Glacier Park booklets, low fares and other North- 278-90 | Ba . aa” eas cae ha ee while you are seeing the world—overland trip 


: : and 1 eras | perts. From your local | ‘ " — : 
west travel information apply to For 8 Weeks Round Trip Boss — ; _ agent. Or, L. R. HART, Rates $1500 and up from coast to coast, with stopover privileges, is 
| Writ Tour Book! é oe Beg or a re ‘: 3 405 Boylston St., Boston, | including shore included in the price of the cruise. 
a ~ our _ : et an isi hag Ie AFR Ee moo fe Se Gs Ar s&s Mass. Pers®ial service, excursions y ill hay h i half h f f 
ae H, Kenney, New Engla nd Passenger Agent / ¥ segends of awa | eee . 2 . en < , a ‘ “| . oe < f | o if desired. “ ou ws ave three and a a months °o per ect 
294 Washington St., Boston, Mass. Phone Congress 140 4 ’ LOS ANGELES | sa | Bs | ee ] : imrit agg 50 ted booklet t 
' Se Oe Se | mguiries mviled—itius(rated oonlel On request. 


| | STEAMSHIP CO. a= a @ 4 
| | ee | i ee & ag UNITED A MERICAN LINES 
: ERR 7 , Summer Sailings to Europe | & ‘ (Harriman Line) 


: | | 2h New York, Boston, Philadelphia, Chicago, Montreal, San Francisco 
t : imi : | HN “RO 2Q)S V .: “g 
Route of the New Oriental Limited | — mK /|\ FROM BOSTON Dg os 
Pacific Norinwest—-No Extra Fare | YE: LLOWS TONE : rite ir ' The NEW 20,000 ton Oil Burning 


Cunarders 


PARK be ee | —— SCYTHIA ‘New 191) June 20 


| Go this Summer }§ | | na Jedd Xt : SAMARIA (New 1922) July 2 


EUROPE snd AMERICA | \Nenieaot | | ETE gees A) scyraia....... July 1 


Vacation! 
Our 1925 fully tUlustrated vookiet 


} 
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Finest Train to 


Pe a | ,/ $115.90 | | Sree | lo Liverpool viaQueenstown 
oe B neg A in Europe and (Established 1847) | | | 


delightful tours in detail. Send for mSTOn, PRPS 
bookie: “R&R.” 


; uro ye— ? Ly. Sonth Station Dall 
E I By Motor! Boat Train) 5 P.M 


Offers t.ew ideas in European Trave}- Th Ww r es : 
De Luxe at a nomiral cost. Book. Due N EW YORK ee a oe 


Round Trip from § | it ini, Fortnightly Sailings Eastbound 
Boston | ' . Lista and Westbound 


Northern Pacific Ry | yh Mi Cunard Boston Service, Established : The Orient 
C. E. Foster, G. A. P. dD. a) ne 1840, Maintained Throughout the Sail bv the Short Route from Seattle 
217 Old South Bldg., Boston, Mass. enapntnagnthtae Entire 12 Months via Victoria, B. C.. on an oil-burning 
Dept. V enh ew CREATE aM | “President™ ship, 535 feet long, 21,000 
rd tag ye tons displacement. All outskle rooms, 


4 Several Sailings Each Week From most with*private bath; real beds, not 


Picturesque Ports of 


(Syecial 


let “M” sent upon request. 
(Eastern Standard Time) 
' i ————d, : » - i 
LIFSEY TOURS, Ine. | Pin gee Om New York and Montreal herths; every convenience 

1473 Br oedseay. at 4ind Sereas HF. finestpas- ; Pipes bo e4 aes : pes ~ ey . - a P Pres. Madisen July - Aus. . | EE the mighty mou ntaing of this type of resort hotel service ($6.00 
Rendeo NEW YORK. N. ¥. b . «-* ‘ ‘id nae For information and — apply to Dees. Jacheom July 14—Sept. | great Park — its 4,400 square miles up, American plan, open May 15 to 
senger sfips | MAILED TO MOTORISTS : _ agents or to a penne ag —_ :. — | embracing a greater numberof moun- September 30). 
| = .. a : rr No similar area. Here 


~ —- 2 for 4c in stamps 
nicaspisoeles dey -MPIRE TATTRC : Z| CUNARD LINE siatest. B rnd every twelve dopo thereat ‘ou will find ion thrill Fram 2aper, jeeracy to Prince 
; ice providing allithe EM I IRE TOURS 5 a . = , niin ey nip State St. oston EI cg a Gat oe aie Me aah ahr vat, er we Aap Rupert, thence by Canadian 
el i a i : 90r | ‘ aN, ner acnelnge Boge me! ons Keun | ; ear ;} National Steamer to Alaska or 
ee comforts, luxuries} |] 1925 BOOKLET | iS eS ieee eee 0S were Vancouver. and back by rail to 
| asper— 1.800 miles of i 


- saa and conveniences of a supetior] | Stn cee eee 5 ee ge es res eee SS ash . | tennis asper ‘ 
For. Additional Travel , pli nning directions of American NADIAN ga tgs od ee travel in this famed “Triangle Tour.” 


hotel. Orchestra on each] | New York State's Ba ssetr s 7 Ours THE DIRECT TRANSPORT | Oriental Mail Line | : guests are accommo- Ask for tourist fares, resort rates 
OF 


principal highways & SHIPPING CO.. Ltd. Operated ter N a dated with the highest and booklets. 


Advertising steamer. | : 
" | OVER 98% STATE ROAD Sl i Th ea ‘ | 
, oe 4 , O wWJEd 4 Ds MOUNTAIN VIEW HOTEL, ‘ight | ae on : 7 . 
: | rr eee ieee De ets a ll siawneme miserind ck Gover {1 | Oav8 Whitefield, N..H. daly. lest. 8 Re ‘ London. 8. W.1LE U. 5. — at te < pw a +s. Oe Se ee 
See: opposite page. s | EME IRE TOURS ASS N | PACIFIC NORTHWEST. Alaska. Four egent Street, London, 5. W. L., Eng. by Admira riental Line ns unr Weshiae ig ne aa OS 


Ajreat Lakes, July 12th, Managing Operetors 


; 'j] EDWARD: H. CRANDALL, V. P. || | Nat'l Parks, Ye raed? Tick A 
The New England Steamship [o. Park Chambers Hotel | Five weeks. ORR FOR eee ee eee 177 State Street Boston - LARGEST - RAILWAY - SYSTEM « IN - AMERICA’ 


68 West 5th Street New York SETH Cc. BASSETT, Haverhill, Mass. Cars for Hire. Baggage & Furniture or local transportation agencies 
Thirtieth Season ‘Packed and Shipped. Phone: Regent 4106 | 
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THE CHRISTIAN SCIENCE MONITOR, BOSTON, TUESDAY, JUNE 16, 1925 


ADVERTISEMEN TS UN DER CITY HEADINGS 
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Admirabie 
artistic materials#for 
Curtains 
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interestinkg 
in a le 


Witie 
tractive 


BOWE N & MATL LO 


183- 187 Road, N. bat 
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PAR SPECIALISTS c 
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HOUSE OF 
EDWARD DRA 


High Clase Comestibles fromm all Cog 
Assortment of fine Quality Hors D'O 
Galantine, Sa eaKe s, Ham, Tongues an ‘ CI 
All kinds of re italian Macaron 
Macaroni Rav oll & Goiocchi aoe 
Best emoked ealmon and other curec 


Pure Olive Oil from Lucea, Onegiia, Nig 


SAN 


STREF 


TON 
fair 6378-8 
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reel 
pily 

fish. 
etc. 
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R ge AY we Ve € 
& DYEING SE RV ICE 
wn, Chaph am Ww. 4 
Thurloe P lace Sw. 7 
Tu be Station) 
& household 
- dry cleaned 
TR DAYS 
DYEING 


t 
~ 
24 High Street 
R22 
rder 


Tel. Pag 
Dishes made to 


>, (,afa 


Notting Hill 
Any kinds of sy 


MRS. 


clal 


CHRISTI 


Antique Furnit@e 
ae Glass. f 
t mod: 


be 


Typ IN FO 
IN ART 
rder. 
R4. 
in the West End 
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ryt 
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\RCH PRESERVER SHOES ee ed 


Bi ses 14, 4 


M. ARY RI 10DE 
Ifa Hianover Sg 
= gf 2 Gns! 
Day and kve? NING Gown 
at prices, 
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- 
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Piace, 


Fitted bj 
A. PALMER LTD. 


’ Harewood Place, He nover Saq..W. 1 
| rere | 6405 


RICHMOND 
LAVENDER LAUNDRY 


{LONDON LAUNDRY Cv., LIM.) 
Open Air Drying 
Pyeing & Cleaning a Specialty 

CORUNNA HOUSE 
165 Hammersmith Road, W. 6. 
at Paradise Road, Hichmend, Surrey, 
Vine &St.. Uxbridge, & Mowtague 
_ounsiee 
—Riversis fle 1945 


S trom 


A 


reasonable 


MADAME MABEL TURNER 


Monmouth House Lawdry 
Bollo Bridge Road 
3. Phone 1047 Chisgick. 


111 
. Action, W, 
: 


ar 
icgh-class West 
delicate lingerie care} 
laundered | by han d. 


e "pholste rers, 


(fc, 
Antique Furniture, R@airs 
KENDALL & SOJS 


15 Sydney Street, Chelsea, i W. 


Tel 


Caters for h 


Li 1dies 


lly 


Tel, 


DIE S’ EL IRD RESSERS © 
Oil Vapour. 
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Decorabrs, 


LA 


rmanent Waving. 


(From 21/- 


ERNEST ET CIE 
Mayfair 1734. 15 South Molton St. 
_Bond St., Ww 1 


PRINTING 
AT YOUR SERVICE 


H. Martin Daniel 
MACRAE GAL)ERY 
16 Fulham Road, S. W. 3 


oe ee me eee eee 


“MILL ICE NT-WH. TTAKER 


(MRS, W. J. GEDDES) 


265 Kensing rton 


-——-—_— 4 —— — ~- 


Standen & Hazeton, 


Electrical Engineers 


BUILDERS & DECORA 
S 


rORS 


Ranges, Radiators, yplied 

& Fitted 
10 Stanhope Mews South 
Ra, . 


en 


lead 
Pure Olite Qj)! 
Soaks 


Free of all armal sub- 
for sitmpoaing 


> " < 
Soilers, 


ns. 2280 
S$. WwW: 7 


{ sloucester — 


Court Ee and Alanicurist 
By. appointment 
Children & speciality 
82 Ebury St. Tel. Victoria 7093 
HAIRDRESSING AND 
MANICURIST 


Perz anent Hair Waving 


E SMITH 


3 li2a edcocopim ne Grore, VW. 2. 


— 


ODETTE & WELLS 


Inexpensive Gowns and Costumes 
Smart Hats from ) guinea 
W May ‘fair 4776 


eA. COLLINS & SONS 
High-Class Grocer 


_ Provision Merchant, ete. 
69 Abingdon Road, KENSINGTON, 
~ PHONE WESTERN 921 
SILK LAMP mee o 
OUSHI) 


NS 
made Fs re - ered 
AME FELS ‘BAD SMITH 
” Coutt Lampshede Destener 
Studio, 47 Marloes Road 
Rensington W. 8. 


HH. AWTHORNE — 


QKRIGINAL GOWNS AT 
MODERATE PRICSS 


7 Hanorer Square, \ 
Tel. Mayfair 2524 


L ANGHOLM 
LAUNDRY 


Point Pleasa nt, Putney Bricge Rd., 8. W.s 
EUR . RENOVATED & tUMODEKLLED 
KY ‘Ss 


EXPERI 
Satisfaction guaran eed 
BRYAN ROTHERHAM. FEF. Z 
MANUFAC — oe | RRIE R 
1s Gerrard St., we: _Kegent } 8712) 


GLADOLA I LTD. 
ADEANE & CHATWYN 
ROBES 
Eee 622 _Oxford St.. 


cleanshg pur- 

poses, 10d pej cake or 
2/4 box, 

Special pure Bath Salts 
*ERNOLINE, Ltd. 21 
Pice adilly Circus, 


| 
wi, 


hot f le. 


Golde} Square 


ongn 


DIANA! 


Court Dressmaker 
nd Giwns 


LADIES’ 


m 21/- 


Park 


Tel. : 
ate Inexpensive Hats a 


Alterations 
Paddington W. 3 


* 
; 


22 Craven Rd., 
Phone Paddington 
Few Doors from PaddingtorgStation 


a 
A. DUBENS & £0. 
EXCLUSIVE 
DAY & EVENING GOWNS 


Theatrical Costumes & Fan Dress 
Specialsts. 


FANCY COSTUMES FOR HRE 


3 Baker St., 


W. 


| 25 Garrick St.. W. 0. 2 Tel. (brrard 4078 


INCOME Tag 
SUPE R TAX 


Are you satisfied yon are sbtateke the full 
relief to which ‘you are entitled from the 
above? If nof, write to 


MR. B. J. WALKER 
18 Henrietta Street, Strand, W.C. 2. who 
will be pleated to advise youn wdthout fee. 


Charles H. Baber 


Foot Fitter 
804-306 Regent 
LONDON, 


me 


1, 


Rtreet 
és a 


- 


» 


CHARLES H. BABER, Ltd. 


Oo ee ee a ee ee 


see Page 


‘BRADLEY & PERRINS, LTD. 


GENERAL, FANCY & FURNISHING 
DRAPERS 
Reliable goods at moderate prices, 
—~ | 357, 859, 361, 363, 36 
French Dressmaker & Milliner | Paddington, London, 
makes up Ladies’ own Materials | 


Moderaie Charges 


COLLO, 7 Leonard Place 


(Near — High St), Kensington 


~ GAY’S CAKE SHOP 


Teas and Luncheons 


Hore-Made Bread, Cakes & Candy 


16 Mepher de St.. Shepherds Market, 
Mayfair. Grosvenor 2317, 


—_— 


MLLE. CLERC 


French Dressmaker 
B& George &t., 


Typewriting, Duplicating, ete. 
The Talbot Typewriting Office 
(MISS G. PHENIX) 
. 2. Mincing Lane, B.C. Phone Roya) 2492, 


CARLYLE L AUNDRY 
Upper Cheyne Row. | 54 


Chelsea. S. W. 3 Phons Kena. 11789 | 
ESTABLISHED NEARLY 70 ¥EARS 


CABINET MAKING 


Furniture constructed to suit customers’ | 
requirements; antiques renovated | 
and remodelled. 


|. MEISTER, 15 Harrington St.,N. W.1 
EXCLUSIVE GARMENTS 
Eontirely Fresh; Third Cost; also 


Bought or Sola on Commission: 


AGENCY: 10 PARK MANS. ARCADE 
KRAIGHTSBRIDGE, 8S, ‘¥. 


SS 


~~ 


WwW. 9. 


; 
' 


ro) 


CLEANING and DYEING 
‘Excellent work at moderate charges 
J. FAREY & CO. 

67 South Molton St., London, W. 1 
Telephone 5343 Mayfair 
a : 
FURS 
Remodeling a Speciality 
HERBERT DUNCAN 


South Molton St. W. 
Mayfair 2571 


Ladies’, Gentlemen's & Children's 


WARDROBES BOUGHT 


Underwear, Shirts, Shoes. 
Cash sent by return. 


F. MILLE R, 30 W arren St., 


~ one ee eee ee ee 


HOPE’S 


| Furnishing 


MLULE. 


me me 


57 1 


Portman Squore, W. 1. 


w. 
Ss sae 


Wood ware, 


a ee 


lronmongery, Cutlery, 
Domestic Requisites. 
High St. Notting Hill Gate, 
Phoue 1704 Park. 
LADIES & GENTLEMEN'S 
HAIRDRESSIRS 
Everythinz for the Toilet 


DAYMARD'S 
80 & 82 Pimlico Road. Nr. Sloane Square,8.W.1 | 


Building, Alterations and Repairs 
E. J. PROTHEROE & SONS 
41 Andover Place Kilburn, N. W, 6 
Phone MAIDA VALE 2146 
| Carpentry, Joinery, 
Decorations. Repairs of every desce: ption 


ee ee 


W. 11) 


For Copying and Duplicating 

i le ee 

~The Latbroke Typewriting Office 
(G. H, DIXON) 

154 Ladbroke Grove, W. 10 


-. JOHN STEVENS 
Books, Records, Music 


PHONE ME YOUR ORDER | 
126 Ladbroke Grove, W.10 Park 6074 | 


’ 


EndTrade. | 


56, 367 & 369 Hhrrow Rd. 


Plumbing. Sanitary Work | 


ENGLAND 


EN VGLAND 


ENGLAND ENGLAND 


ENGLAND 


IRELAND 


London 


‘Continued ) 


ee eee ee ea 


135 WESTBOURNE PARK ROAD,W.2. 
PRIOMT IN QUALITY Prone: 
RIGHT IN PRICE PARK 3700 
DELIVERED AT THE RIGHT TIME 
Order from Earley 
TO AVOID ._DISAPPOINTMENT: 


LESLEY,LAY & LESLEY 
TAILORS 


and Breeches Makers 
°8 BUCKLERSBURY 


Three doors from thé Mansion House— | 


Queen Victoria Street, E. 


} 


! 
' 
i 
{ 


London 


(Continued) 


ee 


PP 


“THE AMERICAN BOOK SUPPLY 


COMPANY, Ltd. 
Any American or English Book Supplied 
“The Diary of Snubs—Our Dog” 
Price te net 
_ 149 Strand, W. ©. 2. City 9525 — 


ee ee er rer 


~~ oe 


London—East Sheen | 


ee ee 


WIRELESS & SPORTS 
Ww. SCOTT 
319 Upper Kichmond Rd. 


Enst Sheen, 8. W. 14 
Phone: Richmond 1730 


cye LES, 


RRA PLL LO Le fm Nm, Ml, 


Oxford 


ee de a em 


0 eR I 
COMMERCIAL, MOTOR VEHICLES & 
MOTOR BODIES & COACHES 
lied with or without. 
Chassis. All Wneued 
| tance no object. 


JOHN MATTOCK 


Florist, Fruiterer and Greengrocer | 2 every kind. Sup 


“RICHARDSON 


‘for HIGH-CLASS FRUIT. FLOWERS 
& CONFECTIONERY. Countess Ave. 


Monkseaton. Tel. 525 Whitley Bay. _ | 


¢ MARERT STRAST 


ries welcomed. Dis- | 
Ford Commercial Bodies 
in Stock 
Sole Sheffield Distributors of the Dunelt 


Commercial & Private Motor Cycles, 
Demonstrations a pleasure from 


SAMUEL Witson & Son, Ltd. 


~~ PARNELL. & SON 
Florists, Fruit @ Vegetable 
Growers 


HEATING & VENTILATING ENGINEERS, 
PL ETC. 


York 


HOT “WATER SUPPLY: 


PE. 


Rathfarnham Co. Dublin 
BOTTLED MILK 
BUTTERMILK 

BUTTER EGGS 

CREAM ICE CREAM 


HUGHES BROTHERS 


Hazelbrook Dairy 3 
Rathfarnham, Co. Dublin 


UMBERS., 


A. E. CHALLENGER & CO. 
Castle Mills Bridge, York. (Tel. 2218) 


11 Torbay Road, Paignton 


t 


RELIABLE GOODS—Personal Attention 


Phone: Ba nk 8030 


VAIL € CO. 


PRINTERS, PUBLISHERS and 
STATIONERS 
170 Farringdon Road, E. C. 1 
Weet End Branch, Ogle Street, 
Git. Portland Street, W. 1 


Telephones: Clerkenwell 2045 
2049 


Museum 5866 (Ogle St.) 
Tickets, Circulars and Reports of Meet- 
ings. Poster Designs of every 
description, 


PEARSALL. iD % 
125 WESTBOURNE PARK RD 
"PHONE PARK 4000 | 


‘tat mt 


RENOVATIONS 
of Dresses and Hats 
Exclusive Model Gowns 
Knitted Wear a Speciality 
BOWMAN & WHITE 


12 George St., Hanover Sq., W. 


ae e| Mayfair 3 2798 — ee 

SKIN- for comfort & ~ Beauty. 
“ 

RUGS 


Sheepskins, Deerskins, Icé- 
HODKINSON 


land -CGioatskins, Wolfskins 
mounted on Goatskins 
Specialists in Skin 
selection 


1 


BROS. 


Puags. 


Representative to be seen at 
our London Office: 


Room 4, 62 Oxford St. 


-MDME. ROBINS 


21 High Street, Kensington W. 8 


W. 


Gowns Costumes Bubs 


"Phone Western 1391 


e ey T hike Ts ca eS Beoms | 


233 Haymarket, & at Abbey House, 
| Victoria St. & Tothill St., Westminster 


Famous for High Class. Luncheons 


and leas 
Real Scotch teas with home-made 
scones & cakes. 
30 


Sundays 3to7 


Open 19 <:3%tos: 
Victoria 2625 


Regent 3189 


Se 


‘Phone: * Western 6192 . 


Rakery and Confectionery 


Allinson & Hovis Bread 
F. FUELLING 
Earl's Court Rd., S. W. 

HAND-MADE 
FURNITURE 
ideas carried 


REPAIRS 
RESTORED 


§ 


Customers’ 

. out 
HOUSEHOLD 
FURNITURE 


; Baines & Hope 
Oak Fireside Stools 21A Standard St., Boro’,, 
from £ 1.1.0. 5. EK. 1 Tel Hop 6718. 


INSURANCES 


Fire, Motor Cars 
and all Private & Commercial Policies 


E. T: NEEDHAM & CO., LTD. 
42 Old Broad St., B. C. 2 


ee ee ee 


BALDWIN 
SMITH 


“K" Boot Specialist 


233a Regent Street 
(Near Oxford Circus) 
and at 103 Cheapside 


PAMS HAT BOX 
Millinery—Gowys— Lingerie 
$5 Ebury St. S. W.1 
Victoria 4787 
SHOE CO. 


Kensington 


Moderate Prices. 
Tel. 


“MONITOR 


9 Church Street, 


For Comfort In Footwear at Moderate 
’rices, 


OQ Ww NS 
| Inexpensive day, evening & tennis hats, 
ANNE BROOKE 
85 Gloucester R4., South Kensington, § 
Tel Kens. A733 


“ORGANS 


for CHU RC H OR SCHUOLROOM 
Sereral 1, & 4 Manual 


2 c 
Instrumenta from &50 


STAGU'S SALOON 


lion 8t., Holborn, Londen, W. C, 


FISHMONGER, Ete. 
Prime Fish & Poultry Fresh Daily 
8. F. HALLETT 


2 Gloucester Terrace, S. Kensington, 8. W. 7 
Telephone Kensington 266 


~ MADAME ESTHER HALL ~ 


Dressmaking and Remodelling 
150 Earl's Court Road. S. W. 6 
Tel | 3967 Western 


PRINTING and STATIONERY 
HODSON & HARTNOLL 


Church Work a Speciality 
(304 Brixton Rd. 8. W. ®. 


J. GREGG & CO., LTD. 


G 
furs 


Ww. 7, 


- = - 


Ruitable 


a6 Red 


——— 


_Hotwater, Gas and Electrical Engineers | 


Sheffield Cutlers 
27 SLOANF SQUARE, 8. W. 1. 
REAL STONE AND OTHER BEAD 


NECKLACES RETHREADED, KNOTTED 
AND REARRANGED 


AMY RIMELL 


| 2 Gledstanes Round, Weat _ Kensington, 
Establiahed 1820 


bE. BROWN & SON 

BULLDERS. A.D ars WET 
ALTERATIONS REPAIR 

| Oxford.House, Oxferd Road, iibure, 

apd 11 High Road, Kilburn 
Feiephone 8818 Padd, 


W. 14, 


N. W. 


’ 


| 


: 


i 


. = insbury. Park — 


Me ‘ 
.& S. BUTLER 

For Pins Class Stationery, Printing 

and Fancy Goods 

SPECIAL LINE OF STATIONERY 

‘OO Sheets Notepaper exquisitely printed or 
stamped address and 3) Envelopes, 12/6 
Stationery Warehouse, 148 Stroud Green Road, 
London, a 


nee 


London—Hampstead 
1, 2. HOBSON Ltd. 


Building, Decorating 
BEST WORK~—MODERATE PRICES 
33 Belsize Lane, N. W. 3 
Phone csommpatend. 2037 


- 


—_- - 


Seiestigia pied 
LUSCOMBE & GLASS 


CURTAIN & DRAPERY SPECIALISTS 


| Umbrellas 


[ ees 


Brixton. 1054 | 


196 Kensington | 


| 
| 
| 


Loose Covers & Re-Upholstering 
2 The Broadway, West Norwood, Ss. 5. 


HOCKLY & BRIM ACOMBE 


and Provision Merchants 
280 


Grecers 


Telephone Streatham 
tit Knight's Hint, S. FE. 


EDWARD COOK | 
FOOTWEAR SPECIALIST 


106 Norwood Road, 7 Tulse Hill Corner, s. R. 27 


JOHN PUGHE, 


Draper, Milliner and Blouse Specialist 


401 Norwood Road, West Norwood 
Tel ahr 0 Streatham 


‘Manehester_ 


Furnis shing ? 


look at our 
of béautiful 


Come and have a 
warehouse stock 
CA Pr 24 8 
Stair Carpets 
CONGOLEUM, 
Linoleums, efe. 
(‘ustomers say they save* pounds 
chasing from us. 


pur- 


Single Carpets—Warchouse Prices 


HODKINSON BROS. 

Ist Floor, 18 Withy Grove 

MANCHESTER 

at Spent cng and 
Londo 


ayant 


RECE NG 
51,89! 


Ruin 
> SHOES « 
]. EDWARDS & SON 
Faas Fitting Experts 
61 | DE ANSG ATE 
Lawn& El oui arth 
Church & House 
lurnishers 
Boards 
Cards 
Offertory: Bags 
St. Mary's 


Parsonage 
Manchester 


Skin 
Rugs: 
Big 
variety Also 


- inti: 


(uo 


Hymn 


«~ 


ani 
Church St., 
Blackpool 


160 


ene a ee ee 


MARSH 


Makers of 


s 


Saddlery, Bags, 
Trunks and all Leather Goods 


Harness, 


and Ridgefield, Manchester 


nae ne — 


PRICES TAIL ORS 


130 Market Street, Manchester 
GENTLEMEN ’S 
TAILORING 


Economy With Efficiency 


UMBRELLAS 


in half an hour 
& SON 

MANCHESTER 
1209 City 


10 King St. 
Central 


a = ae 


re-covered 

WALMSLEY 

1 Victoria Street 

Tel, 

HERBERT HARRISON LTD. 

Ladies’ and Gentlemen’s Tailors 

Correctly cut clothes combined with 
superior workmanship. 

Suite from 6 guineas. Costumes from 

7 guineas. Overcoats from 5 guineas. 


‘ 
Made in our own workshep. 
st Mostley Street, _ Manchester 


cM ctimpson 


silk and .Weel Jdtiipers 
Cestumes, Day and tvrening Frocks 
Ladies’ on materials made up 
Winel: w Road, Rusholme Manchester 


HETHERINGTON & SON 


C. 

Coal Merchants and Contractors 
House loads delivered daily by motor. 
All classés of steam raising fuel. 
Miles Platting Coal Depot. Manchester, 
Télephone City 2296 


A, JEPSON 
Confectioner 
142 Manchester Road, Broadhéath 


Knitted 


at 


Newcastle-on-Tyne 


CLEANING AND DYEING 
returned in 7 Cays 
SEND GOODS 


to 


BRADBURN, DYERS 


Newcastle-on-Tyne 


ines 


Oxtord 


m PPP BLP PLL LL Ll lel et al al 


~ PLP LP LPP 


IE VE RYTHING ELE ng 9 RICAL 
Estimates Free. Phone 1062 
WE & OLIVER 


Electrical Engineers 
SHIP STREET, OXFORD 


OWEN GARDINER 
41 George Street 


E--PERT WATCHMAKER and 
REPAIRER 


.* 


| High 


| 


OP PL Ph 


_BRADFIELD ROAD. Tel. Owl 262 


“BUSINESS PULLING” 


Plymouth 


IRELAND 


Handkerchiefs, 


_ Rathmines (Co. Dubiin) _ 
THE HOSIERY SHOP 


11A Rathmines Terrace 
for 


Printing and Window Tickets 
I can do the sort you need. 
Tel. Cent. 2690 


. A. SANDERSON 
,& We Watson Walk. Sheffield 
Established wee 


“tig 
GROCERIES: * PROVISIONS 


THOMAS PORTER & SONS 
King Street, SheMeld 
Tel. 1572 & 1578 


IWHEN 


You want anything to wear that is | 
new and fashionable or anything for 
your home that is reliable and 


ie GE iT 4T 
POPHAM’S 


Bedford Street, Plymouth 
Phone 803 


a years 


_ St. Annes-on-Sea 
a A. INGHAM 
Grocers & Provision Dealers 
14° St. Alban’s Road 
Special—Finest Kiel Butter, Irish & 
Danish Bacon 
Try our own made potted meats 


+ & EL O 2 I: eS 
Ladies’, Gentlemen's & Boys’ 
SCHOOL OUTFITS 


CHORLT OF 3 


a4 Woaob Sr. 


Pe? PL LOL Pe POL LOL LL | 
i 


i 


‘Portsmouth and Southsea. 


ae ~ ae 


“COMMERCIAL PRINTING 


Class Stationery. Iliuatrated Rooklets. 
Account books. Die sinking & stamping 
CUASTLY & eo.. Phone 4673 
a and i) St. Southsea 


LTD. 
James’ Road, 
GEORGE GRAY 

(Southsea) Limited 

Patterna on reauecetl 

THE FAMOUS 

“ROSERANK" CRETONNES and 
“PURALITE’ Fadelesa Fabrics. 
Castle Road, Ceurheee. 


ee eS 


WM. T. PECKHAM > 


GENTLEMEN'S Hosier & HATTER 
Albert Buildings (nearly opposite Elm Grove) | 
Southsea. | 


"Torquay 
ROC K H EK Y LTD. 


Torquay & Newton Abbot 


Castle House. 


rae 


General Drapers and Costumiers 
Ladies’ and Gents’ Tailors and 
Outfitters 
Silks—Dress Goods—M illinery 


Household L zinens & Curtains — 


— > om ——————— 


T. OLIVER & SONS LTD. | 


HOUSE AND ESTATE AGENTS 
House Hunters Guide to Torquay Free 
on applivation, 

COMPLETE HOUSE FURNISHERS 
EXCLUSIVE GUWNS & MILLINERY 
penne * y 1 80%} Telephone 12 
THE STRAND, TORQUA 


_Richmond—Surrey 


Telephone—-R ichmond 162 4 
Night and Day Repairs 
ee FF ee F 
Richmond Blectric Installation 
2 Eton Street, Richmond 
Let wa quole you for all kinda of Electrical 


BURGESS 


SS’S LAUNDRY 


193 Walmer Road 


Jumpers, Blouses, &c. 


ISLE OF WIGHT: 


“Cleopatra” 


Matron’'s 
Gown in navy 


Fact 


Tennis. Near Putting Green & 
_ Terms Moderate 


Sandown 


ISLE OF W IGHT. “SANDOWN BAT 

YARBOROUGH BOARDING 
ESTABLISHMENT 

Sea & Sands. Separate Tables. Elec- 

Aght throughout. Une minate Pubiie 

Lioke. 


rie 
Golf 
roprtetor. 


F. ROE. 


marocain, with 

silver embroid- 

ery and grey 
georgette. 


( 


Hambrou 
, Wight. 


eee 


“roft House Boarding Establishment, 
h Road. Ventnor, Isle of 
deal position. Close to and 


overlooking sea, Pier .and Esplanade. 


814 guineas. 


Home comforts. 
prietress Mrs. A. Duval. 


Terms moderate. Pro- 


——a7 | 


SCOTLAND — 


We 


Limited 


Grafton St. 
DUBLIN 


71 


MEN’S WEAR 
Everything in Outfitting, Suits, Coats 
and Footwear of the finest quality. 


Spwiliers 


Switzer & Co., Ltd.. Grafton Street 
DUBLIN 


North Kensington, 7211 


M. £ 


Y OV_Gabewr 

‘EB QUALITY 
SATISFACTION | 

When you send your orders for 


GROCERIES and PROVISIONS 


to 


SLADE & SONS 


Abbey Stores, Torquay 


W. 10 Phone Park 
REPTON, Manageresa 


——— 


Rochdale 


. PL he 


HARRISON 


Rochdale 


M. E. 


2°32 Enteisie Road, 
& Gentlemen's Underwear & 


Ho USENOE Lnens, Curtaires, ete 


ee ee ee a ee 


J. TURNER 
HIGH-CLASS GROCER AND 
ITALIAN WAREHOUSEMAN 
37 Tweedale Street, Roc dale 


wi 
ee RA SS te —— 


H OW ARTH’ S 


Florists and Frutterers 
Ri 


Ladies’ 
Hosiery, 


ed 


~ $OU TH HILL HOUSE 
PRIVATE HOTEL 
facing sea (eouth); beautiful grounds, 
tennis, gas fires in bedroomea; bighly recon- 
mended, Phone 1087. ‘Lerms from 6 gns. 
MKS. C. G, KENNAWAY., 
BURRIDGE & SONS 
FRUITERERS, FLORISTS &€ GREENGROCERS | 
Phone 34, 
Families waited upon dali¢g for orders 


J. L. TANNAR, Ltd. 


High Grade Shoe Specialists 
57 & 58 Fleet Street, Torquay 


THE APPLEGARTH 
Private Hotel. Meadfoot Rd. 
Central, own garden, tennis, sea views, sear 
sea and shopping centre, electricity. large airy 
reoms, concert or ballroom, motor cycle house. 
Fel. (812. # Particulars from the Hostens. 
EDWARD HENRY SERMON 
EMBLEM JEWELLERY 


Pendant or Krooch, Solid CGiold 25/- 
iMoney refunded if not approved) 
10 VICTORTA PARADE — 10 


- 


"Tunbridge Wells 
CARR & CO. 


{Proprietors W. A, & F. HB. Gripper) 
High-Ciass Family Grocers 


Provision Merchants 


All goods of the highest quality 
& carefully selected. 


CALVERLEY STORES, TUNBRIDGE WELLS. 
BRANCH AT CROW BOROUGH 


THE MECCA CAFE 


44-46, 


garage. 


8 Victoria Parade, Torquay 


2 Milnrow 


High Grade Produce Only 


MISS EF. 


(Associate Diploma, 


vad 
Orders Delivered 


— eee 


BIBBY 


I, M.) 


Teacher of Pianoforte and Theory 
_Merefield | Street 


ee ee 


&4 


; 
| 
“* ' 


‘- 


me 


—_—-- 


a me ee —_ 


_ Sevenoaks—Kent 


Telephone Sevenoaks 116 


URIDGE’S STORES 


Sevenoaks 


ee ee eee 


London Rd 


QUALITY, VALUE, SERVICE 


A. Ee a2VURNER 
121 High Street and 
24 London Rd. Phone 365 
NURSERYMAN, SEE DSMAN, 
FRUITPERER and FLOKIST 
Landscape Gardening by Contract or otherwise. 


WHYNTIE & CO. 
Phone §9 


Drapers, Clothiers & Milliners 
a to 118 High _Street, Sevenoaks — 


ee 


BIGG BROTHERS 


High-Class Bread Bakers. 
Quakers Hall Model Bakery, 


Only Top Grade Flour Used 


HILLS BROS Ltd. 
(Phone 192) 


Coal & Coke Merchants, etc., 
your service. Try “Coalite” 


FRENCW’'S DAIRY 


Thée Pantyles 
A Branch of the Mecca Cafes 
ANTIQUE FURNITURE 


| Caréfully restored by my Own expert work- 
men, High-Class eabinet work. Advice giren. 
Jenuine antiqués purchased, 


ae WwIc KHAM, _19 ) Chapel Place. 


LONS DALE MANSIONS | 
PRIVATE HOTEL 


HIGHLY RECOMMENDED 
Near Station & Common. 


alwayvea at 
for comfort, 


ee 


Famous Cale- 
Freah & 


rs ae 


Rich milk twice daily from the 
a Park Herd of Guernset? Cows. 
Clotted Cream, Fresh _Butter, _ Eggs. 


i Aa 


98 High Street 
FLORIST, FRUITERER 
& GREENCROCEHR 
Orders Largan sate exec uted _Phone— Sevenoaks | 


Wakefield 
JZ A. MASSIE 


Draper, MARYGATE, WAKEFIELD 
BLANKETS, SHEETS, QUILTS 
& Outfitter 


558 


ee ee 


Ladies’, Gentlemen's Children’s 


a ee ee ee ee ee 


Shetfield Weston-super-Mare 


WESTON-SUPER-MARF 
tage, comfortably furnished, Milton Hill; gae. 
modern sanitation; suitable for 2 or 3: eass 
distance to town; bua half hourig: 24. fare: 
available end of June (long period). Apple 
M. B., The Cottage, 34-A Beach Road, 
Waite 


— 


ie 


Sames e. Everson. 


TAILOR 
Gentleman's exclusive dress accessories 
228-232, Abbeydale Road, Sheffield. 
Tel. 611 Sharrow 


~ MISS COWHAM ~ 


99 Rarber Road 
(‘Walkiey Tram Route) 
For Knitwear, Blouses. 
Corsets, Undérwéar, 
Hosiery, and Baby 


—Smali country eot- 


M. 


ee 
a ——— 


SHACKLEFORD & CULLEN 
Hligh Clae@a Footwear Spécialisis 
Repaire—-Onest qnality leather—best crafte- 
maaselp. Hand-sé¢wn work a apeciality. 
(We also sole by néw process) 
79 and 46 Rotal Arcade 


SPERT PIANOFORTE 
Ff NEB. RESTORER @ HEPAIRER 
Renorations a apectiality 
NORMAN ELLERY 
19 Graham Road 
Weston-super-Mare 


Lethebe’s Paragon Cafe 
High Clase Confectioners 


Wedding & Birthday Cakea: Spéciality 
Chocolates & Sweéts from beat makers 
__Luncheons & Teas. 7] High Street | 


R BE PICKFORD 


Boulevard Créamery & South View  Uairy. 
Haker St. [ure New Milk & Cream diréct 
‘fron the Farm. Also in bottles, larmhouse 
butter, New laid @gge Notéd Devonshire 
Cream, own make. Delivery twice daily. 


High Class Bread Bakery 


Plain and seif-raising Flour. beat ved 4 
Daren aod Farm House Bread, Specialities. 


| A. CHANNING, 82 Alfred Street 


Gloves, Linen. 


COGCAAYNE 


Seé Page 5 


ORGAN 


BUILDING AND PLUMBING 
CONTRACTORS 


MELLING BROS. LTD. 


Balfour Rd., Sheffield 
Tel. Attercliffe 185 Estimates Free 


MAISON MARSHALL LTD. 
54 & 56 FARGATE 


LADIES’ HAIRDRESSING 


Permanent Hair be bbe 4 
Marcel Waving, Manicuring. 


Tel, Cent. 2754, South 744 


Heating and 
Ventilating Engineers 


ALFRED GRINDROD & Co., 
122-1°§ Charles Streét, ShemMeia 


| | SPECIALISTS IN COMPLETH __ 
BOYS’ WEAR 


SCHOOL OUTFITS | 


Aewad «Tea 


66-53 PINSTONE ST., SHEFFIELD 


EVERYTHING in Bedding PLANTS: won- 
derful variety, geraniums, begonias, mar- | 
guerites, lobelins, dwarf dahilas, stocks, 
asters, etc.; apply for list; herbaceous & ruck 
plants 50/- 10 | 

CG. J. ‘ELLIS, 4 2 @& 
Weaton Nurseries Tel. 


228 


| Whitley Bay 
Plumbing and Heating 
WM. MILNE 


Gleneagles, Marine Gardens 
Whitley Bay Phone 663 


The Dublin Laundry Co., 
Ltd. 


MILLTOWN, CO. DUBLIN 


For Colour, Comfort & Carefulness 
Vans collect in City & Suburbs & in 
Bray, Grewstones & Kildare 


pare 


‘DORMER 


reat frenc’ Cars 
Peugeot Service is bebiad every 
Peugeot Csr. At a moments 
notice We cae supply aay spere — 
part required. it ts a polot ef 
honeur with the ecempany server to 
let @ cllest @dowe te this essential 
te Meteorisg Comfert. 


Feusgect Cars (Sreland) Lid 40 DAWSON 5" OVBLIN 


For SUMMER WEAR 
and MILLINERY 
in particular visit 
KELEw@t se 


George's Street, Dublin 


CED 
PLAVOUR 
Stee, a 


80 SOUTH GT. GEORGE'S ST., 


"Sf te ae es 
CONTRACTORS FOR BUILDING 
Flectric lighting and heating. 
Plumbing. sewerage, painting. etc.. ete. 
Estimates frée. Personal supervision. | 
183 Upper Baggot Street 


HAFNER'’S 
SAUSAGES 
DUBLIN 


Furniture, Carpets, Curtains 


Axperson STANFORD & Ripcewar, Lro. 
28-29 Grafton Street, Dublin 
Carpet | Cleaning, Removals & Storage. 


~ HELY’S LIMITED 


for Stationery, Fount Pens, Fancy 
Goods, Sports and Games 


96-28 Dame Street. Dublin 


—_—-- 


Gaberdine. 


Edinburgh 


HAMILTON & INCHES 
Diamond Mercheats 
Scottish Jewellers 


Queen Mary Heart Pendant 


Its elegant and refined beauty, the 
rare radiancy emanating from the 
rich deep violet-blue of the ame- 
thyst heart, the golden crown 
richly ornated with pearls, the 
ruby and emerald sparkling from 
the dainty circlet, these present 
the pendant a lovely. and charm- 
ing Jewel. 

£5. 3: @: 


__ $8 PRINCES ST., EDINBURGH 


Amateur Photographers 
APPLY TO 


J. B. WATSON 
for all your photographic supplies 


We will gladly advise you as te the 


best apparatus and accessories. 


Our DEVELOPING, PRINTING 
ENLARGING DEPARTMENT 


Equipped with every modern device for 
the production of only the Highest Qual- 
ity Work, is at your service. We can 
bé relied upon to give prompt and e¢are- 
ful atténtion to ali orders entrusted to 


aod 


| our caré, 


J. B. WATSON 


Kodak Specialists 


5 FREDERICK STREET and 
13 & 15 SHANDWICK PLACE 


EDINBURGH 


ROBERT BOA 
LADIES’ TAILOR AND FURRIER 
Coatumes ef the latest désigns in Saxsony’, 
ee. covert coatings; prices mod- 
erate; Gaberdines from £6 upwards; ladies’ 
own materials made up: fur repairs and re- 
uwivdelling on, 9 Atholl Place. 
el. 


APARTMENTS 

Private, with Board 
West End, 2 min. Princes St. 

J. 


Central 2 


Station 
H. PARKHOUSE 


15 Melville St. Central 7590 


THE ORIGINAL 
POR DD Apemsm its 
in lréland 


R. W. ARCHER &€ Co. 
a5 Lr. 


FOR TASTEFUL WORK 
A. MIDDLETON & SON 
ainters & Decorators 
22 Dublin Street, Edinburgh Phone 158 


Mount St., Dublin 


PIANOS 


Tuning and Repairing 
Estimates Freé. 


GILL’S, Nassau Street, Dublin 


CHINA and GLASS 
For Wedding Presents 
J. FRANK ATKINSON 
56 Dame Street, Dublin 
THOS. HEITON & CO. 


Limited 
18 Westmoreland Street, Dublin 


House and Steam 
COALS, AND COKE 
QUALITY GUARANTEED 


GRANDY 
St. Stephen's Green, Dublin 
GENTLEMEN'S OUTFITTERS 
Lowest Cash Prices 
STEPHENS & BOURKE, Ltd. 
For Ladies’ Dainty Shoes 


26 Stephen's Green, Dublin 
Use 
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WALTER BRUWN AND CO., DCBLIN, Ireland 
Orders executed for Wool Costume; 
Cardigans and Pullovers 
MRS. DANNELL 


18SA Rathgar Road 
Rathmines 


UMBRELLAS Walking Sticks | 


Umbrellas Récovered & Repaired 
H. JOHNG turn (Dublin), Ltd. 
Nassau Sa. 


‘DIXON & HEM PENSTALL 


Everything Optical 
Kodake. Films Developed & Printed 
Wireless. Pkt. Lamps & Batteries 


12 Suffolk St., Dublin 
G. P. MUMFORD 
Ladies’ Tailor—Habitmaker 


Dublin 
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is and 18 Suffolk Street, 


HEATHER’S 
62 George's Street, Dublin 
LADIES’ FASHIONABLE BAR SHOES | 
Newest Designs Keenest Cash Prices | 


Watch and Clock Repairs 


IA Sth. Fredk. st 
Dublin 


Agents for Ingersoll Watchea, 


MISS B. BRYCE 
SHOWING 
“NEW SEASONS GOODS” 
at 42 North Bridge. Tel. Central 4763 
A Call Wélcomed. 


Girvan 
GIRVAN 
“Kettledrum” Tearooms 
2°Hamilton Street 


The 


Breakfasts, Lunches, Teas 
Homebaked Pies, Scones, Ete. 
Parties catered for Boarding 


Glasgow 
Cranston’s Tea Rooms, 


Limited 
High-Class Restaurants 
and Tea Rooms 


Only first quality foods used. 
Quick service. Moderate prices, 
FRUITARIAN DISHES DAILY 
28 Buchanan St. 17 arena | st. 
Royal Exchange Queen St. 


FRED. DARKES 


Fruiterer, Floriet and Confectioner 
938 Argyle St. & 139 Byres Road 


~ PRIVATE HOTEL 


Caledonian Mansions, Great Western Rd. 


Good public rooms: separate tables; pri. 
vate aitting rooms, hot baths. Tel. 1177 Weet- 
ern. Bed, breakfast & bath 7/64. 


ERL. ANSTEENSEN 


Shipbroker and Chartering A gent 


93 Hope Str., Glasgow 
Telegrams: “Anatensen” 


J. H. SCRUTON, U.K.AF. _ 
TAILOR 


For Ladies and Gentiemen 
Customers’ own materia! made ap. Furs 


42 Skirving St.. Shawlends 


ANNIE McGLASHAN 


COSTUMES, TW0O-PIECB. GOWNS, - 
COATS, FURS, &c 


__85 Queen St. Tel. Central 1646 


_ Melrose “ 
The "Mew Nurseries. Melrose 
(Madge Rider, FP. R. BR. 8.) 
ROCK PLANTS A SPECIALTY 
Vacancy for one Student 
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EDITORIALS 


The somewhat volatile Col. George Harvey, 
having retired from the editorship of the Wash- 
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Some Re hants From Hazlitt 


HENRY STACE 


There have been other writers than Hazlitt con- | propose! to turn Covent Garden Theater into a circus, 
vinced of an inherent capacity for literagafre, hg dis- | alterations in the seating arrangements in the theaters 
covered, when they sought to put conviction tO th®roof, | generally, or a discussion at large of English character- 
that they were, as it might be said, tongue-tiég that, | istics: any one of these is sufficient to set him scolding 
however genuine their consciousness of power, t was ' over what are, considered coolly, little more than harmless 
some other quality in themselves which stood in % way | absurdities. 
of utterance, and had to be overcome before thejecould This strange bent of his finds its fullest opportunity in 
produce anything. But Hazlitt’s case was peCiAr at | the essay “Travelling Abroad,” in which, after first, with 
least in its details; for he turned to another @, for | extraordinary vigor, falling foul of the English for their 
which he had certainly less gift, and worked as‘a @rtrait | insularity and patent inferiority to the French on all 
painter, even living by the work for many years. | sorts of grounds, he finally vituperates himself into a 

When at last he did stumble upon the path wh; high good humor, and is able to laugh heartily over the 
to prove, for him, the one way of admission to th’ absurd situation of himself and a friend, who thoroughly 
of letters, it was not In any conscious pursuit of enjoy grumbling over the shortcomings of the latter's 
ambition; it was a mére snatching at a means 0) French boarding house. 
hood for himself and his family when painting hac S > > 
He was thirty-five when he seized an opportunity@f be- “What scenes we have... . in going over the messes and 
coming a parliamentary reporter, and for him thprac- | manners of the place! How we exult in the soupe maigre! 
tice of journalism, which has turned so many wwdionen How we triumph in the bouillé, as hard as a bullet! If 
the fields of literature, proved to lead in the oposite | a single thing were good, it would ruin us for the eve- 
direction. For his reporting led to dramatic crfcism, ning.” His good humor might even last, but that, having 
and thence to the whole series of his essays and gtical | gisposed of the Englishman, he turns,upon the French- 
and bistorical writings. man, with four charges, for want of politeness, of imagi- 
| What it was that had stood in Hazlitt’s way frag long | nation, of liberality and of grace,which he enforces with 
it is hard to discover with certainty. But at leastif was | yigor and ingenuity, and not without some further pass- 
|| | something in himself, and perhaps the same qualitrwhich | jing digs at his own countrymen, to whom moreover he 
|| made personal association with him sometimes gcom- | returns before the close to administer a few more hearty 
| fortable and difficult. There were people who «liked | thumps. On the whole an ingenious and spirited per- 
him in life, just as there are readers now who fin(gome- | formance. wonderfully wrong-headed, and yet strangely 
thing antipathetic in his writings, and are led tomder- | ¢y}) of shrewdness and observation. 
value the strength and generosity of his intelligece in The other long piece, “The Influence of Books,” ex- 
consequence. We find his peculiar characteristic fully hibits Hazlitt in a more generous mood, for here his 
displayed in the collection of “New Writings” (Ladon: | theme is the power of the press to remedy and make 
Martin Secker, 7s. 6d. net), which P. P. Howe, hislatest | jmpossible for the future the oppressions and wrongs 
and most distinguished biographer, has dug up fr@ the | which naturally had more opportunity to flourish in less 
newspaper and magazine files in which they have h&erto | jiterate times: and the objects of his scorn and indigna- 
lain buried. tion have no supporters nowadays. 


terest. If he deposits the price paid for his land 
in a bank, the banker has just so much more’ 
loanable funds. Closely analyzed it would ap- 
pear evident that the application of the term 
“frozen credits” to building enterprises is a 
wholly mistaken use of that term. 

In the rightful sense of the word “capital,” 
there is no decrease of capital by its investment 
in buildings, since the latter provide needed 
services, and under normal conditions éarn suf- 
ficient to pay interest on the amount invested, 
and an allowance for depreciation that if re- 
invested will amount to the original cost of the 
property. There need be no alarm over the 
possibility that the construction of buildings will 
be seriously hampered by lack of capital in a 
country so industrious and rich as the United 
states, 


well-meaning hosts. There was offered quite 

convincing and substantial proof of the fact that 
the American doctor, both at home and abroad, 
has a high regard for his profession and for his 
standing as a citizen of a country that has set 
the seal of its disapproval upon inebriety. He 
testified, by his voluntary abstention, to the fact 
that prohibition is the established and accepted 
policy of the American Nation, and that he is in 
all things as much an American when abroad as 
when at home. | | 


ington Post, after but a 
brief essay in court jour- 
nalism, has turned with 
renewed vigor to his 
venerable North Amer- * 
ican Review. Opening 
the June number with 
an editorial on “The 

| Forlorn Continent,” in 
which he gathers together all the threnodies of | f 
prophets of European evil in order that he may ’ 
rejoice in the elation of the United States, he Canada 5 . 
turns one-third of the remainder of the maga- United 

Churches 


| Belaboring 
Prohibition 


An opponent of church union in Canada, him- 
self a Presbyterian missionary, expressed the 
opinion recently’ that 
possibly 95 per cent of 
the missionaries may 
have entered the United 
Church. The earnest 
desire of Christian work- 
ers in the mission fields 
of the Orient to elimi- 
nate sectarian differ- 
ences has contributed much toward bringing 
about the union of Methodist, Presbyterian and 
Congregational churches. At the same time, 
the union movement has been supported whole- 
heartedly in the mission fields at home in Can- 
ada. In the sparse]y populated communities of 
the prairie west it has long been felt that no fun- 
damental reason existed for maintaining sep- 
arate church organizations. Similarly in some 
parts of the Maritime Provinces there are small 


a 


Thousands of young men and women in the 
United States and in other countries are stand- 
ing today at what, by 
common agreement, are ( 7 
regarded as the thresh-_ || The Choice 
olds of their careers. | 
With college and school | of 
days behind them, and | | 
armed and equipped for a Career | 
purposefulactivity,many ill 
of them look about in- 
quiringly and appraisingly as if to them 
remained the choice as to the careers they are 
to adopt and follow. How discriminatingly, in- 
deed, have many of us thus put on what we 


zine over to foes of prohibition. Promise is made 
that in the September issue an equal number of 
quite as distinguished advocates of prohibition | \ 
will be given an opportunity to present their~'| 
rejoinders. . 

Though the Colonel himself is generally un- 
derstood to sit in the seat of the scorner in 
viewing this issue, it is fair to say that the sym- 
posium as announced includes the strongest ad- 
vocates of each of these antagonistic policies. 
AS one contemplates the list. of advocates and 
opponents, one is reminded of the equations of 
schoolboy days, in which one factor canceled 
another until the whole proved equal to zero. 
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Thus if the redoubtable Captain Stayton seems 
convincing this month, Wayne B. Wheeler may 
he expected to cancel him in September. Against 

Representative Hill, who has been trying to get 
himself arrested for violation of the prohibition 
law, will be set Representative John G. Cooper, 
member of the Brotherhood of Locomotive En- 
sineers, an Organization which practiced prohi- 
bition without awaiting state action. 

Against the wet head of the Carnegie Institute 
stands the dry chairman of the Law Enforce- 
ment Commission of the Congregational 
Churches of the United States. The erstwhile 
president of the Packard Motor Company, 
pleading for that fluid of which motorists would 
do well to beware, is to be answered bv an 
Official of the Reo Company. Against Judge 
Priest of Missouri is set off Gifford Pinchot of 
Pennsylvania. 

: It will all make interésting reading. and that 
is One of the chief ends sought bv an editor. 
Whether public sentiment will be affected one 
Way or another is exceedingly doubtful. Frankly 
ex parte statements of this sort seldom con- 
vince. When Captain Stayton says “it is esti- 
mated,” and goes on to assert that more alcohol 
is scid for beverage purposes today than when 
saloons were at every crossroads. readers 
-naturally wonder who did the estimating. 

y When the president of the New York State 
Federation of Labor declares the prohibition 
amendment unconstitutional, because not rati- 
fied by popular vote in each state, one questions 
what in such case would become of the other 
eighteen amendments, including the anti-slavery 
amendment. When the head of the Carnegie 
Institute. sets up the theory that “the only 
nations that had contributed anvthing of per- 
manent value to the progress of civilization were 
those whose men drank whisky and wore sus- 
penders,” we can but reflect that the ancient 
Hebrews, the Greeks and the Romans did 
neither. 

Perhaps the most striking qualitv of the con- 
tributions to the wet symposium is the almost 
passionate devotion of the writers to what was 
generally considered an unworthy cause even 
before it became an illegal one. With one accord 
they exalt the dram-drinker. True. the writers 
declare themselves opposed to the return of the 
Saloon, though they fail to indicate just where 
and how they would sell the beer and light wines 
for which they plead. But as to the inherent 
right of man to tipple, lush and booze. they 
exalt it as. something analogous to the right to 
the pursuit of happiness guaranteed by the 
Constitution. Wine, Samuel Harden Church 
president of the Carnegie Institution, describes 
as “one of God’s greatest gifts to the human 
family.” Dr. Dana of Cornell, who franklv 
asserts that the closing of the saloons in New 
York City may have done more harm than good 
asserts that ‘all over the country men and 
women of the finest moral type are breaking 
the Volstead law with a feeling of satisfaction 
rather than of reproach.” | 

The Saloon in its best days was never con- 
sidered the abode of sweetness and light, and 
drinking was never praised in the past as the 
chosen pastime of persons of the highest moral 
type. Just why in their time of outlawrvy the 
drinking shop and the drinking habit should 
thus come in for laudation it is difficult for per- 
sons of intelligence —whatever their mora] type 
—-to comprehend. 

- As an outlet for repressed passion, a relief, so 
to speak, for an alcoholic complex, the North 
American Review symposium mav have its 
merits. As a contribution to the serious discus- 
sion of the prohibition question, its value is 
slight. oa 

Some misinformation must have preceded the 
American and Canadian doctors from London 
to Dublin, whither gey- 
eral hundred of them 
journeyed recently, fol- 
lowing the holding of a 
convention of physicians 
in the farmer city. Cable 
| advices from Dublin re- 

cord the fact that the 
people of that city, hav- 
ing been told that the Americans, in particular, 
were frequent patrons of the “pubs” and cafés 
in London, saw to it that generous provision 
was made in the Irish capital for this kind of 
entertainment. Special arrangements were 
made for a visit to one of the largest breweries 
in the world, thus providing for the guests an 
object lesson contrasting the “liberality” of 

European cities with the “conservatism” of 
American cities under prohibition. 

But it appears that, greatly to the astonish- 
ment.of the hosts, the American doctors proved 
to be teetotalers-almost to a man. Even the fa- 
mous “stout” was no temptation, the visitors 
choosing nonalcoholic beverages and lemonade. 
However, the occasion was not without its ob- 
ject lesson, it would seem, but it was of a some- 
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what different nature than was planned by the 


villages with as many as five churches. 
one village to the next, perhaps for miles along 
the coastline, where the fishermen’s cottages 
are scattered, there may be no church. When 
the Protestant people in the villages cease to 
worship apart, in various churches, they can 
release some of the ministers for service in 
the settlements where no church organization 
is at-present maintained. 

The building of the United Church of Can- 
ada has been longtmder way. At a great gath- 
ering in Toronto recently to consummate the 
union, the report of the joint church union 
committee reviewed the movement from 1874, 
when the diocesan synod of Quebec, of the 
Church of England, and the Congregational 
Union of Ontario and Quebec took steps to 
investigate the possibility of closer associa- 
tion, up to the events of the present vear. It 
is the intention of the United Church to take 
steps, at an early session, to open the way for 
a still wider union of Canadian churches. In 
the meanwhile, there is much to occupy the 
attention of the workers. -Among the depart- 
ments of church service to be brought closer 
together are the foreign and home missions, 
Sunday schools and young people’s work, evan- 
gelism and social service, publications, colleges, 
education and finance. It is estimated that the 
approximate membership of the United Church 
of 692,378 is made up of 12,220 Congregational- 
ists, 414,047 Methodists and 266,111 Presby- 
terians. 

In-explaining the law report, Newton Wesley 
Rowell, K. C., declared that the uniting churches 
went to Parliament seeking legal union with- 
out loss of their identity. “All three churches,” 
he said, “live on in the United Church. They 
have gone on maintaining their identity, and 
it was so recognized bv Parliament... No church 
has died. This same inalienable right they have 
secured for the United Church: to unite with 
others without loss of its identity. Almost as 
important as the union legislation itself is the 
recognition that these churches are living or- 
vanisms and have the right to determine their 
own future.” i 

This thought of the living church is expressed 
in the words of the chairman of the joint union 
committee, the Rev. Dr. G. C. Pidgeon, as fol- 
lows: “The present union was born in evan- 
gelism, and our first great effort. should be 
toward a deepening of our spiritual life.” 

Reports from the larger American cities indi- 
cate that the anticipated check to building, be- 
cause of a predicted lack 
of funds for financing 
operations on the scale 
on which they have been 
conducted for the past 
year, has not material- 
ized. On the contrary, 
indeed, loans for this 
purpose are available in 
large amounts in practically all regions of the 
United States. To some extent the prediction of 
a scarcity of money for new buildings was based 
upon a popular misunderstanding, to the effect 
that the funds advanced for construction enter- 
prises are in the current phrase “locked up,” or 
withdrawn from further use in industry or trade. 
Arguments, in fact, founded on this assumption 
have been advanced to support the contention 
that the supply of new buildings could not be 
expected to catch up with the constantly in- 
creasing demand. 

While it is true that making loans for building 
construction subtracts their amount from cur- 
rent funds seeking investment, it by no means 
follows that any considerable percentage of the 
amounts loaned become “frozen credits.” in the 
sense that they diminish the volume of money 
in circulation or deposited in the banks. With 
the exception of the price paid for the land on 
which the building is to be erected, practically 
all the money expended in putting up a building 
goes to the payment of wages, either to the 
artisans engaged in its construction, or to the 
workers employed in the production and trans- 
portation of building materials. | 

Of these wages, by*much the larger part is 
immediately spent for food, clothing. rent and 
other necessities, and thus_is restored to circu- 
lation through the various channels of trade. 
Of Labor’s savings, a large percentage goes into 
the banks or to insurance companies, and is 
thus constantly restoring to the volume of loan- 
able funds the money temporarily withdrawn 
by building operations. There is, in fact, no 
“locking up” of money when a new building is 
constructed, but only a temporary diversion into 
other productive activities. 

iven the amount paid for the vacant land on 
which a building is erected is not a loss to the 
supply of capital available for investment. The 
landowner who sells receives in exchange for 
his title money that he must find employment 
for, if he is to receive a return on it. If he buys 
bonds, the bond seller has in turn to find some- 
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‘one who will borrow at the current rate of in- 


believed to be the equipment for some chosen 
office or undertaking, with determination to 


‘fit and adapt ourselves to a specific career, only 


to find that, in obedience to some larger plan 
which we have had no conscious part in laying 
out and arranging, our paths have led far away 
from the course which we had marked. 
: Americans are quite inclined to the supposi- 
tion that it is in their own country, more often 
than in many others, that the opportunity for 
adaptation of peculiar talents to purposeful 
effort is possible. Nowhere else, perhaps, have 
srowth and development been so rapid or so 
great. The demand has been for those’ who 
could apply what might be called old formulas 
to the solution of new problems. Thus the 
young man trained for a career in the law may 
find himself managing a great manufacturing 
plant. A graduate from an engineering school, 
instead of building bridges, or railroads, or 
power plants, may today be a directing force 
in some industry which did not exist when he 
so carefully mapped out his fifture career. 
These examples might be multiplied almost by 
the number of men and women who, in the last 
half-century, or less, have sought arbitrarily 
to plan for themselves the exact line of activity 
which they would follow. 

The explanation seems simple and convinc- 
ing. Development of thought does not end with 
the college course. Actually, it should have but 
well begun. Now no one can direct, arbitrarily, 
the course of thought development. It is, un- 
deniably, both constructive and progressive. 
The man or woman leaving college or school 
cannot say that, through the next quartér- 
century or half-century, he or she will not per- 
mit this progressive development to proceed 
beyond a certain fixed point, or in a direction 
other than that outlined in advance. These 
departures from what have been regarded as 
the beaten path are not accidental or the result 
of mere chance or passing whim. The need 
of the present, as well as of every age, is for 
those able and willing to do well the things 
which their hands find to do. | 

There is aS great adventure in service as in 
the effort to choose, at the threshold of one’s 
career, the course which it is intended to follow. 
Perhaps the adventure is even greater, There 
is-a light upon our pathways which is not shed 
by ourselves or by those who have sought to 
impart to us what they have gained of the 
knowledge of the ages. Those who have pro- 
gressed farthest in understanding are they who, 
without mental reservation, have said, in the 
words of the familiar hymn, 


Lead, kindly Light, amid the encircling gloom, 
Lead Thou me on! 


Editorial Notes 


A magazine devoted to the American lumber 
industry would not, on the surface, be a channel 
which one would expect to see utilized as a pur- 
veyor of religious sentiments. Hence, if it were 
not for the fact that religion, or perhaps one 
ought rather to say morality, is coming more 
and more to be recognized as a really necessary 
ingredient of business properly conducted, the 
presence of an article entitled “Mixing Religion 
With Business” in the American Lumberman 
might arouse surprise. “Service to one’s fellow- 
man is a cornerstone alike of religion and of 
business,” this article reads in part. And it re- 
fers in passing to the recent formation of an 
organization in Kansas City, Mo., styled the 
Christian Business Men’s Federation. “the pri- 
mary aim of which, as set forth in its declaration 
of principles, is ‘to aid men in searching out and 
applying the laws of God in all commercial re- 
lations.’ Such indications are in the highest 
degree promising. As the article in question says 
in conclusion: “After all, the direction in which 
we are traveling, and the fact of progress, are of 
greater importance than the rate of progress.” 


While one may not entirely agree with the 
decision of the committee which met some time 


azo in Regina, Sask., Can., as to the character- 


istics of an ideal radio announcer, the fact of a 
committee having met for that purpose is an 
interesting commentary upon the seriousness 
with which many regard radiocasting today. 
In brief it was urged that the ideal announcer 
should speak at an average rate of approxi- 
mately 175 words a minute, should put into his 
announcements marked changes in pace, have 
a voice of low, middle range, introduce marked 
pitch variations, render his message in a formal 
but friendly manner, adapt his style to the gen- 
eral content of the program, and enunciate with 
moderate distinctness. One would have thought, 
for example, that the first of these recommenda- 
tions should, perhaps, be last, if indeed such a 
rate would ever be justified in this connection, 
and probably the last first. Just the same there 
is much in most of them that some announcers 


conld do worse than apply to their own cases. 


+ + + 


There are thirty-three of these new papers. Most 


Privilege, tyranny, narrowness and ignorance have no 


' more determined or courageous enemy than he is; and 


come from the Atlas, of which Mr. Howe has bee for- | 
| irresponsible autocratic power on the one hand and 
| modern public opinion on the other, by attributing all 


tunate enough to discover th: files for two mpths, 
hitherto missing, in the library of Yale University and 


there are others from the New Monthly Magazin, the | 


Monthly Magazine, and the London Weekly Review. With 
the exception of one essay on “Travelling Abroad. and 
another on “The Influence of Books on the Progrgs of 


Manners,” they are quite short papers, rather in th vein | 
| ity of his, and has to be allowed for, that even where his 


of the “middles” in the London weekly reviews of tday; 
but though they are minor pieces of work, unsignecwith 
a single exception, there is not one which we sould 
hesitate to accept as Hazlitt’s, or in which most € his 
individual qualities are not quite evident. 

Too often in his writings Hazlitt appears as an Bery 
man; and though sometimes his indignation is thenag- 
nanimous protest of a Man of generous ideals, at chers 
there seems little enough cause for it. He is a ¢oss- 
grained radical of the old-fashioned sort, and is gme- 
times as naive in his vehement assertions of his potical 
faith as he is acute at others. Certainly he does noflack 
humor, but often enough his flery temper dams if up. 
Sometimes he has to rail himself into a good hmor 


aspect of what he has been denouncing. 
> > Sg 
Thus it often happens that while his acute and shewd 
perceptions of human foibles and. absurdities might }on- 


political vices to 
| other, modern sympathies are almost wholly on his 


| side. 


even though he unduly simplifies the struggle between 


the one and all enlightenment to the 


> > 
Yet it must be noted, because it is a constant pecullar- 


- case is so little open to attack, in the heat of his argument 


he is not proof, generous-hearted though he is and with 


no object but to prove the benefits of literacy, against the 
| temptation to make such reckless statements as this: 
| “T have myself never met among uneducated people (men 
or women) with the smallest regard to the principles of 
| truth or justice, or to anything but their own interest or 
| inclination or the prevailing opinion of the day.” Never 
ean there have been a warm-hearted man capable of less 


| justice to himself. 


; 


| 
| 


If Hazlitt was not lacking in humor, as was indeed the 
case, he was perhaps lacking in appreciation of the fact 


that laughter is often a much .more powerful weapon 


before he can see, in a flash of perception, the am#ing | against an abuse than is the fiercest indignation. And 


therefore it is in his lightest pieces, in which the subject 


| makes no appeal to his moral judgment, that he is at his 


| most agreeable, even though these do not afford him 
_ scope for the exercise of all his qualities. 


stitute the most admirable raw material for comedy,hey | 


serve him only as fuel for his indignation. He h@ in 
addition the largest possible share of that foible ch 
the English hold to be peculiarly English, of naggingind 
fault-finding directed against all the habits and custms 
of their fellow countrymen. : 
For Hazlitt any stick is good enough wherewitl to 
beat that abstraction which he calls the Englishman A 


i 


Such pieces in the present collection are the exceed- 
ingly brief paper on Lord North, which gives a thumbnail 
sketch of a humorous and whimsical personality wholly 
English in its flavor, and the searcely longer one called 
“Brummelliana,” in which the three or four anecdotes of 
the great dandy of the Regency gleam in their setting of 


| delicately witty commentary as jewels gleam in a setting 


of fine metal. 


The World’s Great Cayitals: The Week in Paris 


: Paris, June 16 

A controversy is arising over methods in the park- 
mentary elections. At present the “list” system is estpb- 
lished, but influential sections of the Chamber of Deh- 
ties wish a reversion to single-member constituenc?s. 
The controversy: cuts across parties. The Socialists re 
opposed to single-member constituencies, which Arist#e 
Briand calls “stagnant pools’—that is to say, centerspf 
corruption. The Radicals want single-member constil- 
encies, though Edouard Herriot has also expressed hip- 
self, in the past, against them. The Center parties ge 
mostly against the change. Although it is a domestic 
matter, the consequences of the dispute will be importaft. 


The Decorative Arts Exhibition, now in full ne» 
being commemorated by a special stamp. It is on sde 
in all the principal post offices of Paris and it bearsa 
figure symbolizing architecture. France has been a 
nent lately in the issue of these commemorative stam 
There were stamps printed for the Olympic Games lat 
year, and the Pasteur celebrations were equally the oca- 
sion of an issue which interested philatelists. For tk 
Ronsard anniversary there were also printed a numbr 
of stamps with the head of the poet upon them. 
4 Sv So ' 
It is understood that in the autumn a contingent } 
thirty-two young women from Smith College, Northam)- 
ton, Mass., will come to France. They have been can- 
fully chosen from the large number of applicants wio 
wish to spend their third year of study in specializitg 
in the French language, literature, art, music, history ir 
economics. They will go at first to Grenoble before con- 
ing on to the Sorbonne. They will live in real Frend 
conditions with educated French families, hearing ar 
speaking nothing but French. The opportunity of studt- 
ing abroad without losing touch with the Alma Mater n 
the United States is extremely welcome, and it is to Ie 
hoped that the practice will be extended. The girls wil 
come not only from Massachusetts,- but from places és 
far west as Denver and as far south as Spencerville, O. 
+ > + 
It is now stated that Maurice Rostand, the poet-pla;- 
wright, who has recently been appearing on the boaris 
of the Champs Elysées Music Hall, will visit America in 
a few monihs’ time to lecture. When the directors of 
the music hall decided to ask a genuine poet to be a 
star performer, there was some misgiving. Would te 
public receive him kindly? Would the public listen {to 
his recitation of poems which had no particular populir 
appeal, but were rather preciously fashioned? It was a 
daring experiment, but it was quickly seen that in- 


presarios are inclined to underrate the intelligence of | 


audiences, at any rate in France, for there have bem 


cessful as this one. There are, indeed, many features 
in the program of the Champs: Elysées Music Hall which 
are highly commendable. 
> > > 
It is not without difficulty that the construction ef 
the Village Sarah Bernhardt is proceeding. The society 
known as the Renaissance des Cités decided to erect m 
the Department of the Seine a number of houses which 
were particularly intended for artists and writers. It 
managed to obtain considerable subsidies, but these sud- 
sidies are insufficient for the work which is to be accon- 
plished, and if the village is not completed in 1927 the 
authorities may withdraw the concession of the terrain. 
An appeal is.therefore being made to the literary, artis- 
tic and other societies to furnish the funds which are 
still necessary for-the realization of the admirable project 
of making a little group of houses for intellectuals on 
the outskirts of Paris to be named after the great 
comedienne. 
> > oe 
A Scandinavian, Thomas Wilfred, has installed on 
one of Paul Poiret’s barges what he calls a “clavilux,” 
or “orgue a lumiére.” His device throws on a. white 
screen a symphony of-colors. It is music for the eyes, 
the dream of Des Esseintes realized, visual harmony, 
optical melody. There is no sound, The inventor manipu- 
lates levers, not according to the inspiration of the 
moment, but according to a composition carefully studied 
in advance and written on a tableau placed before his 
eyes. He plays on the whole gamut of the spectrum. 
There is an apparently endless yariety in the combina- 
tions. which have an emotional significance similar to 
a work by Beethoven. 
So > ea 
When Nikita Balieff ‘brought his Chauve Souris 
theater from Russia to Paris he started a style of enter- 
tainment that apparently has come to stay. The latest 
Paris theater is called L'Arc-en-Ciel, and it offers a fan- 
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which is ultra modern, with 
violet light and vivid colors—yellow, rose, and black— 
the lines being brusquely broken. A_ sort of cubistic 
effect is produced. The spectacle, nevertheless, is in per- 
fect taste and demonstrates the ingenuity of Georges 
Annenkoff and Théodore Komisarjevsky, who is undoubt- 
edly a master of mise en scéne. Delightful little plays, 
operettas and ballets follow each other. The theater 
differs from the Chauve Souris in that its motif is 
entirely French and not Russian, but many of the same 


devices are employed. 


tastic spectacle in a cadre 


> + 

The Prefect of Police is making strenuous efforts to 
cope with the traffic problem. He has issued-a volume 
of no fewer than 192 pages in which the regulations 
governing street traffic are laid down. One may properly 
doubt whether a system which requires so many pages 
for its exposition is not too complicated for its purpose. 
A few simple rules strictly enforced would perhaps have 
been better. But, at any raté, an attempt has been made 
to «o-ordinate and clarify the regulations. Motorists are 
informed which thoroughfares are reserved for~ ~affic in 
one direction only. The speed limits are set out. In- 
structions with regard to cross-roads are given. Taxi- 
drivers are particularly warned. The inspection of brakes 
is insisted upon. But M. Morain, the Prefect of Police, 
in his preface does not appear to view the future without 
misgiving. He intimates that in his opinicna it may be 
necessary later to provide the pedestrian with overhead 
or underground passages. 


Letters to the Editor 


Rrief communications are weloomed, but the editor muat remain aole 
indge of their auitability, and he dora not undertake to hold himeeif or 
fia newspaper responaible for the facta or opinions preacnted, Anony- 
mous letters are deatroyed unread, 


Italians and Asiatics in Australia 


| To the Editor of Tur CHRISTIAN SCIENCE MonrIrTorR: 


Because the letter from your Perth correspondent, 


| daied Feb. 16, may give American readers of the Monitor 
'a wrong impression of the character of Australia’s 
| population, I desire to say that Evangelist Lewis’ state- 


ment to him is misleading. 

There are, it is true, a large number of Italians 
settled and settling in the sugar districts of Queensland, 
where five years ago there were scarcely any. These 
people are displacing the Australian settlers and their 
cane cutters, and are becoming an appreciable factor 
in the southern states, where they often obtain work 
when our own people are idle; but as to Chinese and 
Afghans, it is quite incorrect to say that there are large 


few. turns” in the music hall which have been so su¢- | Rumbers of them in any part of Australia. 


There is now no “Chinatown” of any importance, even 


in the two great cities, where there were formerly thou- 


| sands of Chinese. 
| scanty and perishing remnant of other thousanas. In 


Those in the coastal towns are a 


Darwin alone, outside of Sydney and Melbourne, is the 


Chinaman an appreciable element in a small town. Of 


Afghans, there are probably several hundreds in a popu- 

lation of 6,000,000, and these are decreasing in number. 
Asiatics of all kinds are barred from the Common- 

wealth and their united number is wholly negligible. 
Vaucluse, Sydney, N.S. W. 1 "ae 


“Echoes of the Clean News Campaign” 
To the Editor of Tne Curistran Screncs Monitor: 


Being a daily reader of the Monitor—and I cannot 
think what a day without the Monitor would be—I was 
very happy to read the comments from the press pub- 
lished recently on the editorial\page under the heading, 
“Echoe. of the Monitor’s Clean News Campaign.” 

The Monitor is the only paper in our home, and I 
doubt very much if “90 per cent of the people who read 
The Christian Science Monitor take some other daily 
newspaper in order to get the news,” as was stated in one 
excerpt quoted. We do not feel such a need and we con- 
sider that we keep abreast of the times. Indeed, we are 
often able to give our friends valuable and interesting 
bits of news that they have missed entirely in the local 
papers. 

From Kansas we hear “The Christian Science Monitor 
is one of the best edited newspapers in the country, and 
editors everywhere read it with a great deal of interest.” 
Fine! if the editors everywhere will just continue to read 
the Monitor they cannot fail to grow into stanch “Clean 
News” editors, and then their papers will print only clean 
news and the public will find clean hews all they caa 
read. What a happy public that would be! 

Hermosa Beach, Calif. L. A. B. 


